DEVELOPMENT  OF  DESIGN  PARAMETERS  FOR  H-PILES 


IN  SAND  USING  STATIC  ANALYSIS 


A  Report 
by 

RONALD  UNGARO 


Submitted  to  the  Graduate  College  of 
Texas  A&M  University 

in  partial  fulfillment  of  the  requirements  for  the  degree  of 

MASTER  OF  ENGINEERING 


May  1988 

Major  Subject:  Ocean  Engineering 


DEVELOPMENT  OF  DESIGN  PARAMETERS  FOR  H-PILES 


IN  SAND  USING  STATIC  ANALYSIS 


A  report 
by 

RONALD  UNGARO 


Approved  as  to  style  and  content  by: 


John  B.  Herbich 
(Co-Chairman) 


Accession  For 

NT IS  GRA&I 
DTIC  TAB 
Unannounced 


ABSTRACT 


Design  parameters  for  H-piles  in  sand  are  developed  using 
a  static  analysis  approach  from  the  correlation  of  full  scale 
field  load  test  data.  The  design  parameters  obtained  are  the 
ultimate  pile  capacity  and  the  pile's  load-settlement 
characteristics  in  compression.  In  establishing  these 
parameters,  the  effects  of  residual  driving  stresses  are 
included.  The  results  indicate  that  if  the  area  between  the 

pile  flanges  is  assumed  to  be  one-half  plugged  by  the  soil, 
then  the  ultimate  capacity  in  compression  can  be  estimated  by 
applying  the  correlations  established  by  Coyle  and  Castello 
for  full  displacement  piles.  The  results  also  indicate  that 
the  pile's  load-settlement  characteristics  can  be  approximated 
by  again  assuming  the  flange  area  to  be  one-half  plugged  and 

modeling  the  pile-soil  system  on  the  axially  loaded  pile 

computer  program  known  as  APILE.  The  accuracy  of  these  design 
parameters  are  evaluated  by  comparing  the  measured  ultimate 
capacity  and  load-settlement  curves  of  two  field  tested  H- 

7 

piles  to  the  predicted  results.  ' 
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INTRODUCTION 


In  the  design  of  deep  foundation  systems  using  piles,  the 
ability  to  accurately  predict  the  ultimate  load  capacity  of 
each  pile  is  of  great  importance.  In  performing  a  static 

analysis,  the  approach  used  to  estimate  a  pile's  load  capacity 
is  to  compute  the  maximum  resistance  developed  by  the  pile  tip 
and  side  and  then  sum  these  values.  Using  this  approach, 

maximum  unit  point  bearing  and  unit  side  friction  values  are 
normally  estimated  from  m-situ  soil  tests  and/or  boring  log 
data.  These  maximum  unit  resistances  are  multiplied  by  the 
correspond  i  ng  p’le  point  and  side  areas  in  contact  with  the 
soil  to  estimate  the  pile's  capacity  under  loading. 

For  H-piles  in  sand,  a  serious  difficulty  arises  when 

attempting  to  predict  pile  capacity  using  this  static  analysis 

approach.  The  difficulty  occurs  in  trying  to  assign  a  value  to 

the  unit  bearing  capacity  of  the  soil  in  the  vicinity  of  the 

pile  tip.  Specifically,  backfigured  values  of  unit  point 

bearing  (obtained  from  field  load  tests)  are  usually  several 

times  larger  than  conventionally  accepted  values.  For  example, 

★ 

the  American  Petroleum  Institute  (11)  recommends  a  maximum 
unit  bearing  capacity  of  125  tons  per  square  foot  for  dense 


*  All  citations  follow  the  style  of  the  J°urnaJ__of 

Geotechnical  Engineering  Division,  American  Society  of  Civil 
Engineers . 


gravel  and  very  dense  sand.  However,  backfigured  values  in 
less  dense  sands  are  commonly  in  the  range  of  400  to  900  tons 


per  square  foot  (5).  For  this  reason,  using  the  recommended 
maximum  values  for  the  unit  bearing  strength  of  cohesionless 
soils  in  a  static  analysis  to  predict  the  ultimate  load 
capacity  of  H-piles  in  compression  can  result  in  significant 
error.  The  need  exists  to  more  accurately  predict  the  behavior 
of  H-piles  in  sand  under  ultimate  loading  conditions  using  the 
static  analysis  approach. 

The  purpose  of  this  study  is  to  develop  design  parameters 
which  will  provide  a  better  estimate  of  the  ultimate  load 
capacity  and  load-settlement  characteristics  of  H-piles  in 
sand.  These  parameters  will  allow  foundation  engineers  to  use 
the  static  analysis  approach  to  more  accurately  predict  H-pile 
performance  under  ultimate  loading.  This  objective  is 
accomplished  by  correlating  the  results  of  ten  full  scale, 
field  load  tested  H-piles  to  the  correlations  previously 
developed  by  Coyle  and  Castello  for  full  displacement  piles 


Using  the  static  analysis  approach  requires  that  both  of 
the  pile's  resistance  components  (i.e.  point  bearing  and  side 
friction)  be  estimated  independently  and  then  summed  to 
predict  the  pile's  ultimate  load  capacity.  Therefore,  for  each 
test  pile  in  the  data  base,  measuring  or  approximating  the 
distribution  of  the  total  load  between  the  pile  tip  and  side 
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represents  the  first  step  in  developing  design  parameters 
which  can  be  used  in  a  static  analysis  approach.  For  field 
load  tests  in  which  the  pile  is  fully  instrumented,  this 
required  load  distribution  is  measured  directly  through  the 
use  of  strain  gages,  strain  rods,  or  both.  However,  load  tests 
are  often  conducted  on  non-fully  instrumented  test  piles. 
These  non-fully  instrumented  piles  are  not  equipped  with 
strain  measuring  devices  along  their  embedded  length. 
Therefore,  these  type  of  load  teots  provide  no  indication  of 
the  distribution  of  the  applied  load. 

Due  to  the  small  number  of  load  tests  (fully  instrumented 
or  otherwise)  available  from  the  literature,  half  of  the  test 
piles  analyzed  in  this  study  are  non-fully  instrumented. 
Therefore,  to  develop  correlations  and  design  parameters 
useful  in  a  static  analysis,  a  method  must  be  devised  to 
approximate  the  distribution  of  the  applied  load  for  these 
non-fully  instrumented  piles.  This  is  done  by  selecting  a  data 
base  of  piles  on  which  both  compression  and  tension  tests  have 
been  conducted.  By  correlating  the  results  of  these  tests,  the 
load  distribution  for  the  non-fully  instrumented  piles  can  be 
approximated. 

Once  the  load  distribution  between  the  pile  tip  and  side 
has  been  obtained,  the  desired  design  parameters  can  be 
developed.  Parameters  for  ultimate  compression  capacity  are 
generated  by  backfiguring  unit  point  and  side  resistances  and 
plotting  these  results  on  the  correlation  curves  developed  by 
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Coyle  and  Castello  (6).  A  series  of  backfigured  unit 


resistances  are  computed  based  on  assuming  the  area  between 


the  flanges  of  the  pile  to  be  zero,  one-third,  one-half  and 


fully  plugged  by  the  soil.  Design  parameters  for  the  load- 


settlement  characteristics  of  H-piles  in  sand  are  developed 


using  the  axially  loaded  pile  computer  program  called  APILE1. 


Both  the  pile  elasticity  and  variation  in  the  unit  soil 


resistances  as  a  function  of  pile  displacement  are  quantified 


and  used  as  part  of  the  input  for  APILE1. 


An  attempt  (hereafter  referred  to  as  "class"  results)  has 


previously  been  made  to  establish  design  parameters  for  11- 


piles  in  sand  using  the  results  of  fully  instrumented  load 


tests  (5).  However,  the  results  obtained  were  based  on  the 


analysis  of  only  six  piles  (5);  therefore,  this  study  will 


help  to  confirm  or  modify  the  results  obtained  previously  by 


expanding  the  size  of  the  data  base.  The  design  parameters 


obtained  from  this  study  (combined  with  those  from  class)  will 


allow  designers  to  utilize  static  analysis  procedures  to 


better  predict  the  ultimate  capacity  and  load-settlement 


characteristics  of  H-piles  in  sand. 


As  stated  earlier,  the  primary  objective  of  this  study  is 


to  establish  design  parameters  for  H-piles  in  sand  using  field 


compression-tension  load  test  data.  In  accomplishing  this 


objective  three  tasks  are  performed.  These  tasks  are:  (1) 


establish  a  correlation  between  the  ultimate  side  load  in 


compression  and  the  ultimate  pile  capacity  in  tension;  (2)  use 
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the  first  correlation  to  predict  the  ultimate  pile  capacity  in 
compression;  and,  (3)  use  the  second  correlation  to  predict 
the  pile  load-settlement  characteristics.  The  discussion  of 
these  three  tasks  form  the  body  of  this  study. 

Several  different  assumptions  and  methods  of  analysis  are 
employed  in  completing  each  of  these  tasks.  Therefore,  to 
avoid  confusion  each  task  is  considered  separately,  and  the 
discussion  of  each  is  divided  into  two  parts.  First,  the 
method  of  analysis  used  to  accomplish  the  task  is  described  in 
detail.  This  method  of  analysis  includes  both  the  procedures 
used  in  manipulating  data  and  a  statement  of  all  assumptions. 
After  the  procedures  are  described,  the  results  obtained  for 
each  task  are  presented. 
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V. 


DATA  BASE 


As  stated  previously,  the  purpose  of  this  study  is  to 
utilize  full-scale,  field  compression-tension  pile  load  test 
data  to  develop  correlations  and  design  parameters  for  H-piles 
in  cohesionless  soils.  Therefore,  all  of  the  data  which  are 
analyzed  in  developing  these  parameters  are  obtained  from  pile 
load  tests  conducted  on  H-piles  in  sand.  These  piles  are  shown 
in  Table  1 . 

All  of  the  piles  studied  were  driven  by  impact  hammer 
into  predominately  sandy  soils.  However,  clay  lenses, 
significant  amounts  of  silt,  or  thin  layers  of  relatively 
coarse  material  (i.e.  pebbles,  cobbles,  gravel)  are  not 
uncommon  soil  profile  features  for  some  of  the  test  piles.  The 
presence  and  significance  of  these  features  are  discussed  as 
necessary  in  interpreting  the  results  obtained. 

The  soil  strength  profiles  for  each  of  the  test  piles  are 
provided  by  Standard  Penetration  Test  (SPT)  data.  For  the 
three  Lock  and  Dam  26  piles  at  site  1 2 ,  the  results  of  a 
static  cone  penetration  test  are  also  available. 


•TfV 


TABLE  1 

Test  Pile  Data  Base 


Embedment 

Compression(CT) 

Pile 

length , 

or  Tension(TT) 

Test 

pile 

shape 

in  feet 

Test 

Reference 

Arkansas 

#7* 

HP14  73 

52 

CT 

and 

TT 

9 

Lock  and 

Dam 

26 :3 IP- 1 1  IS* 

h  n 

54 

CT 

and 

TT 

8 

Lock  and 

Dam 

26:1-3* 

n  a 

54 

CT 

and 

TT 

2 

Lock  and 

Dam 

26:2-1* 

a  a 

55 

TT 

2 

Lock  and 

Dam 

26:2-4 

a  a 

58 

TT 

2 

Lock  and 

Dam 

26:2-5* 

a  a 

59 

CT 

2 

Lock  and 

Dam 

6 :  K-8 

a  a 

39 

CT 

and 

TT 

13 

Canada  24 

-4 

HP1 2  53 

73 

CT 

and 

TT 

10 

Canada  24 

-5 

a  a 

50 

CT 

and 

TT 

10 

Canada  35 

-1 

HP12  74 

48 

CT 

and 

TT 

10 

*  Fully  instrumented  pile  for  which  mearured  load  transfer  data  is 
available. 
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CORRELATION  OF  COMPRESSION  AND  TENSION  TESTS 


A  correlation  between  ultimate  pile  loads  in  compression 
and  tension  is  desired.  This  correlation  will  be  defined  as 
the  ratio  of  the  ultimate  side  load  in  compression  (Qs)  to  the 
ultimate  pile  load  in  tension  (Q^).  Therefore,  this 
correlation  (" C")  is  given  as: 


c  ■  VW  (D 

An  important  factor  to  be  considered  in  establishing  this 

correlation  is  the  effect  of  residual  stress.  Therefore,  the 

★ 

corrected  ratio  (C  )  is  defined  as: 

c*  -  oV°uf  (2) 

★ 

where  Q  represents  the  ultimate  compressive  side  load  after 
correcting  for  residual  stress. 

Establishing  this  correlation  is  an  important  first  step 
in  developing  the  desired  design  parameters.  A  pile  subjected 
to  a  compressive  axial  load  (Qu)  will  carry  this  applied  load 
by  side  friction  developed  along  the  pile's  embedded  length 
(Qs)  and  point  bearing  resistance  at  the  pile  tip  (Qpt).  as 
shown  in  the  following  equation: 


Q  =0  +  Q  .  . 

u  ys  vpt 


-v»>yy 


Knowing  the  distribution  of  an  applied  load  between  the  pile 

side  and  tip  is  required  in  order  to  develop  design  parameters 

for  a  static  analysis.  For  fully  instrumented  piles  with  load 

transfer  data  available,  the  side  and  point  loads  are 

measured.  However,  since  half  of  the  piles  being  analyzed  in 

this  study  are  not  fully  instrumented,  a  method  must  be 

developed  to  estimate  how  applied  loads  are  distributed 

★ 

between  side  friction  and  point  bearing.  The  "C“  ratio  (or  C  ) 
provides  this  means  by  utilizing  pile  tension  tests. 

METHOD  OF  ANALYSIS 

A  common  problem  in  the  design  of  piles  for  deep 
foundations  is  how  one  chooses  to  define  the  failure  or 

ultimate  load.  In  this  study,  the  ultimate  compression  (Qu) 
and  tension  (Qut)  loads  are  evaluated  at  pile  movements  (6)  of 
2.0  and  1.2  inches,  respectively.  These  pile  head  movements 
are  chosen  primarily  because  the  class  results  indicated  that 
maximum  or  limiting  values  of  unit  point  bearing  ( q  Q )  and  unit 
side  friction  ( f  )  are  achieved  at  these  respective  movements 
(5).  Since  no  point  bearing  is  developed  in  a  pile  tension 
test,  the  resistance  is  due  entirely  to  side  friction.  If 
limiting  unit  side  friction  is  developed  at  a  movement  of  1.2 
inches,  then  the  maximum  pile  load  in  tension  should  also  be 
developed  at  a  pile  head  movement  of  1.2  inches.  Therefore, 
Qut  is  defined  at  this  movement.  In  a  compression  test,  both 
side  friction  and  point  bearing  are  developed  simultaneously. 


Since  the  class  results  indicated  that  maximum  unit  point 
bearing  was  not  achieved  until  a  tip  movement  of  2.0  inches, 
this  movement  was  selected  in  defining  Q  . 

Two  different  procedures  are  employed  to  estimate  this 
"C"  ratio.  For  fully  instrumented  piles,  Q$  is  obtained 
directly  from  the  measured  load  transfer  curves;  and,  Q  ^  is 
obtained  from  the  tension  test  load-movement  curve.  An  example 
of  this  procedure  for  the  Lock  and  Dam  26:1-3  pile  is  shown  in 


Appendix  3-A 

(  page  73 )  .  The 

second 

procedure  is  applied 

to 

those  piles 

for  which  no 

measured 

load  transfer  data 

i  s 

available.  For  these  piles, 

Qs  is 

obtained  using  both 

the 

compression  test  load-settlement  curve  and  the  Coyl e-Castel 1 o 
correlations  for  displacement  piles  in  sand  (6).  As  previously 
stated,  the  measured  distribution  of  applied  loads  between  the 
pile  point  and  side  is  only  available  when  the  pile  is  fully 
instrumented  and  load  transfer  data  is  gathered.  However,  this 
load  distribution  can  be  estimated  using  the  Coyle-Castello 
correl ati ons .  Specifically,  these  correlations  allow  the  side 
friction  load  to  be  estimated  as  a  percent  of  the  total 
applied  load.  This  percent  (which  can  be  expressed  as  the 
ratio  Q$/Qu)  is  then  multiplied  by  the  measured  Qu,  which  is 
obtained  from  the  load-settlement  curve  at  <5=2.0  inches,  to 
estimate  a  value  for  Qs»  In  both  procedures  described  above, 
the  Quj.  value  is  obtained  from  the  tension  test  load- 
settlement  curve  at  6=1.2  inches.  An  sample  of  the  second 
procedure  for  the  Canada  24-4  test  pile,  as  well  as  a  summary 


of  the  results  obtained  from  the  other  non-fully  instrumented 
test  piles,  is  shown  in  Appendix  3-B  (page  74). 


Four  important  points  are  noted  concerning  the  two 
procedures  described  above. 

First,  one  might  question  the  reason  for  using  the  Coyle- 
Castello  correlations  on  the  non-fully  instrumented  piles  in 
developing  this  "C"  ratio  .  Since  only  half  of  the  test  piles 
were  fully  instrumented,  purely  empirical  ratios  could  only  be 
obtained  from  these  five  piles  (since  load  transfer  data  was 
available).  By  using  the  Coyle-Castello  correlations,  semi- 
empirical  values  of  "C"  could  be  computed  for  the  non-fully 
instrumented  piles.  In  effect,  if  "C"  were  to  be  computed  by 
purely  empirical  means,  its  value  would  depend  on  a  data  base 
of  only  five  test  piles  -  four  of  which  were  located  at  the 
same  site.  Determining  semi- empirical  values  of  "  C"  using  the 
Coyle-Castello  correlations  for  the  non-fully  instrumented 
piles  allows  a  larger  and  more  varied  data  base  to  be  utilized 
in  estimating  "C". 

The  second  point  concerns  the  manner  in  which  values  for 
Qu ,  Q$  and  Qut  are  obtained  from  the  measured  data.  As 
previously  stated,  Qs  represents  the  side  friction  in 
compression  at  a  pile  head  settlement  of  2.0  inches;  and,  Q  ^ 
is  the  tension  load  at  a  pile  head  rise  of  1.2  inches. 
However,  in  some  of  the  load  tests,  the  pile  heads  were  not 
displaced  to  these  movements.  Therefore,  some  method  must  be 
devised  to  estimate  the  load  carrying  capacity  these  piles 
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would  have  been  capable  of  had  these  movements  been  reached. 


Specifically,  the  movements  of  Lock  and  Dam  26:3IP-IIIS,  Lock 


and  Dam  26:2-5  and  Lock  and  Dam  6 :  K -  8  are  below  those  desired 


One  way  in  which  pile  loads  are  estimated  at  these  larger 


movements  is  to  simply  extend  the  terminal  portion  of  the 


measured  load-movement  curve  linearly.  This  "straight-line" 


extrapolation  of  the  measured  curve  is  used  to  estimate  the  Q 


and  Q  .  values  for  all  three  of  the  aforementioned  test  piles. 


Hereafter,  this  procedure  will  be  referred  to  as  "Method  1". 


An  sample  of  this  procedure  for  Lock  and  Dam  6:K-8  is  shown  in 


Appendix  3-C  (page  78).  For  Lock  and  Dam  26:2-5  and  Lock  and 


Dam  6:K-8,  the  application  of  Method  1  probably  yields 


reasonably  accurate  results,  since  the  measured  movements 


obtained  in  the  load  tests  for  these  piles  are  close  to  the 


required  movements  and  the  load-movement  curves  are  either 


plunging  or  close  to  plunging  (2,13).  A  plunging  load-movement 


curve  is  defined  as  a  curve  in  which  the  pile  head  movements 


become  large  (i.e.  asmyptotic)  at  small  additional  applied 


loads.  However,  the  Lock  and  Dam  26:3IP-IIIS  test  pile  was 


loaded  in  compression  to  a  pile  head  settlement  of  only  about 


0.48  inches  -  at  which  movement  the  1 oad- sett! ement  curve  is 


non-plunging  (8).  Therefore,  Method  1  applied  to  this  pile 


probably  yields  questionable  results,  since  the  estimated 


values  of  Qu  and  Q  s  are  likely  to  be  significantly 


overestimated  by  the  Method  1  assumption  that  the  load- 


settlement  curve  continues  to  increase  linearly  with  applied 
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load  (i.e.  not  plung)  prior  to  a  head  settlement  of  2.0 

inches.  For  this  reason  a  second  procedure  is  developed  to 
estimate  Qu  and  Qs  for  this  pile.  This  second  procedure 

(hereafter  referred  to  as  "Method  2")  involves  applying  the 
results  of  an  analysis  of  the  shapes  of  nine  different  load- 
settlement  curves  to  a  1  low  the  curve  from  Lock  and  Dam  2 6  : 3 1 P - 
IIIS  to  be  extended  asmyptotically  to  a  settlement  of  2.0 

inches.  The  details  of  this  procedure  and  the  resulting  load- 
settlement  curve  are  shown  in  Appendix  3-D  (page  80).  Both 

Methods  1  and  2  are  applied  separately  to  Lock  and  Dam  2  6 : 3 1 P - 
IIIS  yielding  two  different  values  of  "C" .  Also,  to  be 

consistent  an  asmyptotic  value  for  Qut  is  obtained  from 

reference  8  and  used  when  computing  "C"  by  Method  2. 

The  third  comment  concerning  the  procedures  used  to 
estimate  the  value  of  "C"  regards  the  method  employed  to 

extrapolate  the  measured  load  transfer  data  for  one  of  the 
fully  instrumented  piles.  As  explained  above,  Qs  is  determined 
by  one  of  two  procedures,  namely:  (1)  empirically  from  the 
measured  load  transfer  data  -  for  the  fully  instrumented 

piles;  or,  (2)  semi-empirically  using  both  the  Coyle-Castello 
correlations  and  the  measured  compression  load-settlement 
curves  -  for  the  non-fully  instrumented  piles.  For  the  fully 
instrumented  Lock  and  Dam  26:3IP-IIIS  test  pile,  the  maximum 
load  applied  during  the  compression  test  is  significantly 
smaller  than  the  Qu  values  estimated  from  Methods  1  and  2. 
Therefore,  since  a  Q$  value  corresponding  to  the  estimated 


(from  2-5),  and  the  second  by  relating  Qut  (from  2-4)  to  the 
same  Q$  value.  Two  corrections  are  made  to  the  measured  Q  ^ 
load  from  pile  2-1  prior  to  computing  "C".  First,  the  load 

(obtained  from  the  load-movement  curve  for  pile  2-1  at  <S  =  1.2 
inches)  is  increased  by  seven  percent,  since  its  embedded 
length  is  about  seven  percent  less  than  the  embedded  length  of 
pile  2-5  (2).  This  result  is  then  decreased  by  22  percent, 

since  pile  2-1  was  subjected  to  a  quick  test  in  tension  (2).  A 
quick  test  is  one  in  which  loads  are  applied  to  a  pile  at  a 
higher  than  normal  rate  during  load  testing.  Compared  to  the 
capacity  of  a  pile  loaded  at  a  normal  rate,  a  quick  test 
usually  results  in  a  greater  pile  capacity  in  both  tension  and 
compression.  Since  test  pile  2-1  is  the  only  pile  in  the  data 
base  subjected  to  a  quick  test,  its  measured  Qut  load  was 
reduced.  The  specific  reduction  of  22  percent  was  determined 
after  comparing  the  quick  and  normal  compression  load  test 
results  conducted  on  other  test  piles  not  in  the  data  base 
(10). 

After  the  above  analysis  is  accomplished  and  the  "C" 
values  are  computed  for  each  test  pile,  the  effect  of  residual 

stresses  are  taken  into  account  resulting  in  a  corrected 

*  * 
ultimate  side  friction  (Q  $)  and  a  corrected  ratio  (i.e.  C  ) 

for  "C".  For  comparison  purposes,  two  methods  of  correcting 

for  residual  stress  are  applied  to  each  test  pile  in  the  data 

base.  These  two  methods  are  described  in  the  following 

paragraphs . 


The  first  method  used  will  be  referred  to  as  "Method  3:  No 
Unloading  Reading  Method"  (3).  Simply  stated,  Method  3  assumes 
that  the  pile  tip  load  remaining  after  ultimate  failure  in 
tension  is  equal  to  the  residual  stress.  The  significant 
consideration  in  using  this  method  is  that  only  the  residual 
stress  (Qres)  due  to  driving  stresses  are  corrected  for,  and 
the  residual  stresses  contributed  by  load  testing  are  not 
included  (3).  If  unloading  data  (i.e.  stress  in  the  pile 
measured  after  load  testing)  were  available  for  the  test  piles 
used  in  this  study,  then  residual  stresses  due  to  both  driving 
and  compression  testing  could  be  corrected  for  by  using  the 
Hunter-Davisson  method  (7).  In  applying  Method  3,  the  unit 
stress  remaining  at  the  pile  tip  after  the  tension  test  is 
defined  as  the  unit  residual  stress  (Qres)  due  to  driving. 
With  load  transfer  data  available,  values  of  °lres  were 
calculated  for  the  five  fully  instrumented  test  piles.  These 
results  are  then  plotted  versus  pile  embedded  length  (D).  Each 
test  pile's  embedded  length  is  then  used  in  the  D  versus  qres 
plot  to  estimate  values  for  qres  for  the  non-fully 
instrumented  piles.  In  developing  and  using  this  D  versus  Qres 
plot,  the  pile  tip  is  assumed  to  be  one-half  plugged  by  the 
soil  -  as  indicated  by  the  class  results  (5).  At  least  two 
major  factors  -  other  than  embedded  length  -  effect  the 
magnitude  of  residual  stresses,  namely,  the  pile-soil 
stiffness  ratio  and  the  unloading  stiffness  ratio  (3). 
Therefore,  one  might  question  the  reason  for  correlating  q 


SI 


to  D  only.  This  correlation  is  established  since  it  is 


believed  by  the  author  that  for  the  piles  in  this  study,  qre$ 
changes  most  significantly  with  D.  This  assumption  is  made 
since  all  of  the  test  piles  under  study  are  H-piles  driven 
into  sandy  soils.  Therefore,  the  pile-soil  and  unloading 
stiffness  ratios  should  be  similar  for  all  piles  which  would 
cause  0  to  effect  dres  most  significantly.  The  graph  of  D 
versus  dres  is  shown  in  Appendix  3-E  (page  84).  The  total 
residual  stress  (Qres)  1S  computed  for  each  test  pile 
compression  test  by  multiplying  qres  -  obtained  from  Appendix 
3-E  -  by  the  cross  sectional  area  of  the  pile  in  the  half 

plugged  condition.  Then,  Qres  is  subtracted  from  Qs  to  obtain 

★  ★ 

Q  s  -  which  is  then  used  to  compute  the  corrected  ratio  C 

(see  equation  2). 

The  second  method  used  to  correct  for  residual  stress  ''s 
based  on  correlations  for  full  displacement  piles  as  developed 
by  Briaud,  et  al  (3).  This  method  will  be  referred  to  as  the 
BETA  method.  The  usefulness  of  this  method  is  that  it  does  not 
require  data  from  fully  instrumented  load  tests  to  predict 
qre$.  Instead,  dres  is  estimated  from  the  characteristics  of 
the  soil  and  pile.  In  using  this  method,  a  significant 
assumption  must  be  made  concerning  the  degree  to  which  the 
pile  is  plugged  by  the  soil  along  its  embedded  length.  Since 
the  BETA  method  was  developed  based  on  the  correlation  of  data 
from  full  displacement  piles,  the  region  between  the  flanges 


of  the  pile  is  assumed  to  be  fully  plugged  by  the  soil  when 


calculating  Qres-  Interestingly,  the  assumption  of  a  fully 
plugged  pile  yielded  the  most  reasonable  estimates  of  Qres-  A 
sample  calculation  using  the  BETA  method  for  Arkansas  # 7  is 
presented  in  Appendix  3-F  (page  85). 

Finally,  in  these  methods  used  to  determine  the  corrected 

★ 

(C  )  and  uncorrected  (C)  ratios,  three  important  assumptions 
are  made  concerning  the  linear  extrapolation  of  measured  data. 
These  assumptions  are:  (1)  Q  t  will  increase  linearly  with  D 
in  a  tension  test  -  applied  to  Lock  and  Dam  26:2-1;  (2)  load 
transfer  curves  can  be  extrapolated  linearly  with  the  side 
load  to  point  load  ratio  (i.e.  Qs/Qpt)  remaining  the  same  - 
applied  to  Lock  and  Dam  26:3IP-IIIS;  and,  (3)  residual 
stresses  increase  linearly  with  pile  embedment  depth  -  used  in 
Method  3. 


RESULTS 

The  results  obtained  without  correcting  for  the  effects 
of  residual  stress  are  shown  in  Table  2.  These  results  are 
plotted  in  Figure  1  to  provide  a  clearer  indication  of  the 
amount  of  scatter  in  the  computed  values  of  "C".  Ti.e  average 
"  C "  value  is  2.16;  and,  although  the  scatter  is  significant, 
all  of  the  computed  values  lie  close  to  or  within  _+25  percent 
of  the  average.  Considering  the  different  methods  of  analysis 
and  assumptions  used  in  determining  these  "C"  ratios,  the 
amount  of  scatter  is  less  than  what  might  be  expected. 
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TABLE  2 


s 

Compress 

ion-Tension  Test  Correlations: 

Uncorrected 

for  Res  idua  1  Stress 

(All  loads  in 

tons) 

• 

Loads  at 

Ultimate 

Failure 

V 

Compr e  s  s i on 

test 

Tension 

Uncorr ec 

>/ 

Total 

Point 

Side 

test 

Ratio 

Test  pile 

v 

Fully  instrumented: 

Qu 

V 

Qs 

Qut 

C 

£ 

Arkansas  17 

250.0 

62.5 

137.5 

65.0 

2.88 

L+D  26:3IP-IIIS(Meth.l) 

367.0 

118.5 

248.5 

96.6 

2.57 

Jr 

L+D  26:3IP-IIIS(Meth.2) 

216.0 

69.8 

146.0 

87.0 

1.68 

L+0  26:1-3 

322.0 

160.0 

165.0 

64.4 

2.56 

L+D  26:2-1  and  2-5 

236.5 

63.9 

172.6 

108.4(a) 

1.59 

L+0  26:2-4  and  2-5 

236.5 

63.9 

172.6 

96.0 

1.80 

i. 

Non-fully  instrumented: (b) 

L  +  0  6  :  K-8 

387.5 

155.5 

232.0 

145.8 

1.59 

ft 

V 

Canada  24-4 

168.6 

34.6 

134.0 

47.8 

2.80 

Canada  24-5 

88.8 

19.3 

69.5 

33.7 

2.06 

i. 

Canada  35-1 

198.0 

69.3 

128.7 

61.9 

2.08 

i 

Averaoe  " 

C"  =  2:16 

< 

V 

V 


fc 


(a)  Value  adjusted  due  to  shorter  embedment  length  and  quick  test  of 
Lock  and  Dan  25:2-1  test  pile. 

(b)  0  and  Q  t  loads  estimated  using  Coyle-Castello  correlations 
(see  Appendix  3-3,  page  74). 
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Test  Pile 

Arkansas  ------------- 

Lock  and  Dam  2 6 : 3  I P - 1 1 1 S ( He th . 1 )  - 
Lock  and  Dam  2 6 : 3 1 P- 1 1 1 S ( He th . 2 )  - 
Lock  and  Dam  26:1-3  ------- 

Lock  and  Dam  26:2-1  and  2-5  -  -  - 
Lock  and  Dam  26:2-4  and  2-5  -  -  - 
Lock  and  Dam  6  :  K  -  6  -------- 

Canada  24-4  ----------- 

Canada  24-5  ----------- 

Canada  35-1  ----------- 

1 
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AVERAGE 
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210 


215 


C  Ratio 


:l'!;E  1.  -  Plot  of  C  Ratios:  'Jncorrected  for  Residual  air  ess 
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As  previously  stated,  the  Coyle-Castello  correlations 
were  used  to  compute  semi-empirical  "C"  values  for  the  non- 
fully  instrumented  test  piles.  In  two  cases,  the  application 
of  these  correlations  may  seem  inappropriate.  The  reason  for 
this  is  that  the  ultimate  capacity  ( Q y ) ,  which  is  predicted  by 
the  Coyle-Castello  correlations  is  not  close  to  the  measured 
Qu  for  two  of  the  test  piles  (see  Appendix  3-B,  page  77). 
Specifically,  the  Q  u  values  predicted  for  Lock  and  Dam  6 :  K  -  8 
and  Canada  24-5  grossly  underpredict  and  overpredict, 
respectively,  the  measured  loads.  This  inaccuracy  does  not 
necessarily  result  in  an  erroneous  computation  of  "C",  since 
only  the  predicted  ratio  of  Q s / Q u  is  used  to  estimate  a  value 
for  Q s .  This  estimated  Q$  value  is  obtained  by  multiplying  the 
aforementioned  predicted  ratio  by  the  corresponding  measured 
Qu  load.  Referring  to  the  table  in  Appendix  3-B  (page  77),  Q$ 
shown  under  the  measured  loads  column  is  the  product  of  the 
corresponding  measured  Qu  and  computed  Qs/Qu  ratio.  Therefore, 
even  if  the  predicted  Q  u  load  is  grossly  inaccurate,  the 
computed  Q$  is  not  necessarily  inaccurate,  since  the  relative 
magnitudes  of  the  Qu  and  Qs  loads  may  still  yield  a  predicted 
Q  s / Q  u  rati°  which  is  reasonably  accurate.  To  test  this 
assertion,  the  Coyle-Castello  correlations  were  used  to 
determine  this  predicted  ratio  of  side  to  total  load  for  the 
fully  instrumented  Lock  and  Dam  26:2-5  test  pile.  The 
predicted  and  measured  Q  s / Q  u  ratios  varied  by  only  seven 

20 


percent  -  even  though  the  predicted  Qu  was  33  percent  larger 
than  the  measured  value. 

The  results  obtained  after  correcting  for  the  effects  of 

residual  stress  using  Method  3  are  shown  in  Table  3.  Figure  2 

★ 

shows  the  computed  C  values  plotted  for  each  test  pile. 

The  most  notable  change  which  occurs  after  correcting  for 

residual  stress  using  this  method  is  a  reduction  of  19  percent 

in  the  average  "C"  value  (from  2.16  to  1.76).  Since  pile  side 

friction  ( Qs )  is  always  reduced  after  correcting  for  residual 

★ 

stress,  the  fact  that  the  average  value  of  C  is  less  than  the 
average  value  of  "C"  was  to  be  expected.  Since  residual  stress 
causes  an  increase  in  pile  point  bearing  ( Q  p  )  and  an 

equivalent  decrease  in  side  friction  (Qs),  the  ultimate  pile 
capacity  (Qu)  -  which  is  the  sum  of  Qpt  and  Qs  -  will  remain 
the  same  before  and  after  correcting  for  residual  stress. 
Also,  after  correcting  for  residual  stress  by  this  method  the 
amount  of  scatter  in  the  data  was  reduced  by  about  14  percent. 
This  reduction  in  scatter  can  be  seen  by  comparing  Figures  1 
and  2.  This  reduction  is  not  due  to  the  effects  of  reduced 
scale,  since  the  scatter  in  both  cases  is  indicated  by 

counting  the  number  of  data  points  lying  within  +25  percent  of 
each  average. 

Correcting  for  residual  stress  using  the  BETA  method  also 
resulted  in  a  reduced  value  of  " C "  and  a  reduction  in  scatter 
compared  to  the  uncorrected  case.  The  results  obtained  using 
this  method  are  tabulated  in  Table  4,  and  plotted  in  Figure  3. 


jT"jf  Jf  nr  «p.  rw  w  rv  trv  * 


TABLE  3 

Compression-Tension  Test  Correlations: 
Corrected  for  Residual  Stress  Using  Method  3 
(All  loads  in  tons) 

Loads  at  Ultimate  Failure 


Uncorrected 


Corrected  Tension 


Side 

Residual 

Side 

Test 

Test  pi  1 e 

Q 

VS 

0  lb) 

res 

Q*  CO 

v  s 

0  t<a> 
ut 

Arkansas  #7 

187.5 

25.0 

162.5 

65.0 

L*D  26  :  3 1 P-  1 1 1 S  (Meth.l) 

248  .5 

39.6(d) 

208.9 

96.6 

L*D  26 : 31 P- I I 1 S  (Meth.2) 

146.0 

35.7 

110.3 

87.0 

L+D  26:1-3 

165.0 

35.0 

130.0 

64.4 

L*D  26:2-1  and  2-5 

172.6 

32.7 

139.9 

108.4 

L+D  26:2-4  and  2-5 

172.6 

32.7 

139.9 

96.0 

L  +  0  6 :  K-8 

232.0 

21.8 

210.2 

145.8 

Canada  24-4 

134.0 

29.0 

105.0 

47.8 

Canada  24-5 

69.5 

20.0 

49.5 

33.7 

Canada  35-1 

128.7 

20.6 

108.1 

61.9 

Corrected 

Ratio 


Averaoe  C 


( a )  From  Table  2 . 

(b)  Estimated  load  from  Appendix  3-E  (page  84). 

(c)  0  =  Q  -  0 

(d)  FrSm  linear  ef?rapolation  of  load  transfer  curves 


Test  pile 

Arkansas  ------------- 

Lock  and  Oam  2 6  :  3 1 P- 1 1 1 S ( M e t h  .  1  )  - 

Lock  and  Dam  2 6 : 31 P- 1 1  IS ( Met h .  2 )  - 

lock  and  Dam  26:1-3  -  -  -  -  -  -  - 

Lock  and  Dam  26:2-1  and  2-5  -  -  - 

Lock  and  Dam  26:2-4  and  2-5  -  -  - 

Lock  and  Dam  6:K-3  -------- 

Canada  24-4  ----------- 

Canada  24-5  ----------- 

Canada  35-1  -  - . -  - 


AVERAGE 


1.5  * 

C  Ratio 


R1CURE  2.  -  Plot  of  C  Ratios:  Corrected  for  Residual  Stress  'Jsino  “otnou  2 
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TABLE  4 


Compression-Tension  Test  Correlations: 
Corrected  for  Residual  Stress  Using  the  BETA  Method 
(All  loads  in  tons) 

Loads  at  Ultimate  Failure 
Uncorrected  Corrected  Tension 

Side  Residual  Side  Test 


Correct 

Ratio 


Test  pile 

o  (» 
vs 

Q 

vres 

Q*  (C) 
v  s 

V(a| 

* 

C 

Arkansas  17 

187.5 

16.3 

171.2 

65.0 

2.63 

1*0  26  : 3 1 P- 1 1  IS  (Meth.l) 

248.5 

17.9 

230.6 

96.6 

2.48 

L*0  26 : 3 I P- I I I S  (Meth.2) 

146.0 

17.9 

128.1 

87.0 

1.47 

L*0  26:1-3 

165.0 

17.3 

147.7 

64  .  4 

2.29 

L*D  26:2-1  and  2-5 

172.6 

18.2 

154.4 

108.4 

1.42 

L*0  26:2-4  and  2-5 

172.6 

18.2 

154.4 

96.0 

1.61 

L  +  0  6 :  K-8 

232.0 

12.0 

220.0 

145.8 

1.51 

Canada  24-4 

134.0 

19.9 

114.1 

47.8 

2.39 

Canada  24-5 

69.5 

13.9 

55.6 

33.7 

1.65 

Canada  35-1 

128.7 

11.5 

117.2 

61.9 

1.89 

* 

Averaae  C 

=  1.93 

(a)  From  Table  2. 

(b)  Estimated  from  BETA 

Method  - 

assuming  area 

between 

pile  flanges 

fully 

pjugged  by  soil. 

(c)  Q  =  Q  -  Q 
v  1  s  vs  res 


AVERAGE 


Arkansas 


i 

X 

0am  2 6  :  3  I  P-  1 1 1 S ( Meth . 1 )  - 

1 

1 

X 

0am  26:3IP-lIIS(Meth.2)  - 

X 

0am  26: 1-3  . 

1 

1 

X 

Dam  26:2-1  and  2-5  -  -  - 

x ! 

Dam  26:2-4  and  2-5  -  -  - 

!  x 

0  am  6:K -8  -  --  --  --  - 

!  x 

-4 . 

1 

1 

X 

-5 . 

!  x 

-1 . 

!  X 

:a  i:7  . 

L  *  2 

c 

C  Ratio 


:CL'RE  3.  -  Plot  of  C  Rat'.os:  Corrected  for  Res'.cual  Stress  Using  the  BETA 
Method 


Again,  the  most  significant  changes  from  the  uncorrected  case 


are:  an  11  percent  reduction  in  the  average  "C"  value  -  from 

2.16  to  1.93;  and,  a  reduction  in  the  scatter  by  approximately 

13  percent.  Since  the  residual  stresses  estimated  by  the  BETA 

method  are  somewhat  smaller  than  the  corresponding  stresses 

estimated  by  Method  3  (see  Tables  3  and  4),  the  latter 

* 

correction  method  results  in  a  lower  average  C  value. 

★ 

However,  the  amount  of  scatter  in  the  computed  values  of  C 
resulting  from  these  two  methods  is  about  the  same. 

★ 

From  the  results  described  above,  a  corrected  C  equal  to 

1.8  will  be  used  to  develop  the  design  parameters  below.  The 

specific  value  of  1.8  is  chosen  for  two  reasons.  These  reasons 

are:  (1)  based  on  field  measured  residual  stress  data  (5), 

Method  3  seems  to  only  slightly  overestimate  Qres,  while  the 

BETA  method  underestimates  Qre$;  and,  (2)  Method  3  resulted  in 

the  least  scatter  in  the  data.  Therefore,  a  value  of  C  was 

chosen  which  was  close  to  the  Method  3  average  of  1.76  -  but 

* 

still  between  this  average  and  the  average  C  value  of  1.93 
obtained  from  the  BETA  method. 

★ 

The  physical  meaning  of  this  ratio  (C  )  is  stated  as 
follows.  If  the  ultimate  tension  capacity  of  an  H-pile  in  sand 
is  measured  at  a  movement  of  1.2  inches  and  then  multiplied  by 
1.8,  the  resulting  load  is  approximately  equal  to  the  side 
friction  load  which  would  be  developed  in  a  compression  test 
on  the  same  pile  measured  at  a  settlement  of  2.0  inches.  This 
approximation  includes  a  correction  for  residual  driving 


stresses.  The  ultimate  tension  capacity  (Qu{-)  is  assumed  to 
result  solely  from  the  development  of  side  friction  along  the 
pile,  since  the  pile  point  bearing  is  assumed  to  be  zero 
during  a  tension  test.  This  is  due  to  the  fact  that  the  pile 
tip  will  either  remain  stationary  or  be  displaced  upward 
during  extraction. 

As  previously  stated,  the  importance  of  the  ratio 
* 

represented  by  C  is  that  by  using  this  ratio  in  conjuction 
with  the  results  of  a  tension  test,  a  field  measured  ultimate 

compression  load  ( Qu )  can  be  separated  into  its  corrected  side 

★  * 

friction  (Q  s)  and  point  bearing  (Q  t)  load  components.  This 
capability  is  useful  in  that:  by  separating  a  total 
compression  load  into  its  component  parts,  it  allows  one  to 
utilize  the  results  of  non-fully  instrumented  pile  tests  in 
establishing  design  parameters.  The  development  of  these 
parameters  is  the  subject  of  the  remainder  of  this  study. 


ULTIMATE  PILE  CAPACITY 


In  this  section,  design  parameters  for  the  ultimate  pile 

capacity  in  compression  for  an  H-pile  in  sand  are  determined. 

As  discussed  previously,  the  ultimate  compression  capacity  is 

defined  as  the  load  corresponding  to  a  pile  head  settlement  of 

★ 

2.0  inches.  To  determine  this  capacity,  a  C  value  equal  to 
1.8  and  the  Coyl  e-Castell o  correlations  are  applied  to  the 
test  piles  in  Table  1 . 

To  predict  the  ultimate  capacity  of  an  H-pile  -  as  well 
as  other  types  of  deep  foundation  systems  -  some  information 
or  assumption  concerning  the  size  and  shape  of  the  failure 
surface  is  usually  required.  For  an  H-pile  in  sand,  this 
requirement  translates  into  making  an  assumption  concerning 
the  degree  to  which  the  soil  "acts  as  a  plug"  between  the  pile 
flanges  during  load  testing.  A  "soil  plug"  means  that  some  or 
all  of  the  soil  located  between  the  flanges  of  the  H-pile 
moves  with  the  pile  as  the  pile  reaches  its  ultimate  axial 
load  capacity  in  tension  or  compression.  This  movement  of  soil 
with  the  pile  changes  the  effective  pile  displacement,  thereby 
changing  the  size  and  shape  of  the  failure  surface.  Figure  4 
shows  an  unplugged  and  fully  plugged  H-pile.  Therefore, 
predicting  the  ultimate  compression  capacity  is  largely  a 
problem  of  determining  to  what  extent  the  soil  is  plugged 
between  the  flanges  during  failure.  For  this  reason,  a  primary 


objective  of  this  section  is  to  establish  the  degree  to  which 
this  plugging  occurs. 

Although  discussions  and  an  analysis  are  presented 
concerning  the  percent  of  soil  plugging  that  takes  place,  it 
should  be  noted  that  any  percentage  obtained  represents  only 
an  average  over  the  entire  embedded  length  of  the  pile.  For 
example,  if  the  results  indicate  the  pile  to  be  one-half 
plugged  in  compression,  this  may  mean  that  the  bottom  half  of 
the  embedded  length  is  fully  plugged  while  the  upper  half  is 
unplugged  (or  vice  versa).  In  fact,  an  infinite  number  of 
different  plugging  situations  may  occur  along  the  pile's 
length  which  all  result  in  the  same  degree  of  plugging 
averaged  over  the  entire  length. 


METHOD  OF  ANALYSIS 


The  previously  established  ratio  of  C 


1.8  and  the 


Coyl e-Castel 1 o  correlations  are  utilized  to  determine  the 

extent  to  which  this  plugging  occurs  during  ultimate  failure 

in  compression.  In  general,  the  procedure  used  to  analyze  the 

test  pile  data  can  be  divided  into  four  parts.  These  parts 

*  ★ 

are:  (1)  determine  the  corrected  side  (Q  s )  and  point  (Q  ^, ) 

★ 

loads;  (2)  compute  unit  point  bearing  (q  )  and  side  friction 

★ 

(f  ) ;  (3)  compute  the  relative  depths  for  the  pile  tip  and 
side;  and,  (4)  plot  the  backfigured  data  from  (2)  and  (3)  on 
the  Coyle-Castello  curves  and  compare  the  predicted  point  and 
side  friction  angles  (  <)>  p  and  $  s  p»  respectively)  with  the 


corresponding  in-si  tu  friction  angles  (  <f>  ^  and  <t>  $ )  to 
determine  the  closest  correlations.  The  detailed  procedures 
used  to  accomplish  each  of  these  steps  are  described  in  the 
following  paragraphs. 

ie  ic 

First,  to  determine  Q  ^  and  Q  $  the  ratio  of  C  =  1.8  is 

applied  to  each  test  pile.  This  ratio  is  multiplied  by  the 

★ 

measured  Q  ^  (as  listed  in  Table  2)  to  estimate  values  for  Q  s 
as  shown  in  the  following  equation: 


★ 

This  computed  Q  $  load  is  then  subtracted  from  the  measured  Qu 

★ 

(as  listed  in  Table  2)  to  determine  Q  as  follows: 

Q*pt  =  Qu  -  QV 

For  the  fully  instrumented  piles,  load  transfer  data  could 

★  * 

have  been  utilized  to  obtain  measured  values  for  Q  ^  and  Q  $. 
However,  to  avoid  an  inconsistency  by  using  one  method  for  the 
fully  instrumented  piles  and  a  different  method  for  the  non- 
fully  instrumented  piles,  the  method  described  above  is  used 

•k  * 

to  estimate  Q  j.  and  Q  $  for  all  test  piles. 

Once  these  corrected  point  and  side  loads  are  computed, 
they  are  divided  by  the  total  point  ( Apj. )  and  side  (A$)  areas, 

respectively,  to  obtain  corrected  values  for  unit  point 

*  * 

bearing  (q  )  and  unit  side  friction  (f  s )  as  follows: 


In  computing  these  unit  resistances,  four  cases  are 

considered.  These  cases  are:  (1)  an  unplugged;  (2)  a  one-third 

plugged;  (3)  a  one-half  plugged;  and,  (4)  a  fully  plugged  H - 

pile.  In  each  case,  the  total  areas  of  the  pile  point  (A  j.) 

and  side  (As)  surfaces  are  computed.  These  areas  are  then  used 

★ 

in  equations  (6)  and  (7)  to  determine  the  unit  resistances  q 

* 

and  f  . 

The  third  step  requires  the  calculation  of  the  relative 
depths  for  the  pile  point  ( D / B ) p t  and  side  ( D / B ) s .  In  each  of 
the  four  plugging  conditions  mentioned  above,  the  equivalent 
circular  pile  diameter  (B)  is  computed  from  the  pile  cross 
sectional  area  ( A p t )  as  shown  below: 


★ 

Since  the  unit  side  friction  (f  )  and  soil  friction  angles 
for  the  pile  side  (  <)>  )  represent  averages  over  the  embedded 
length  of  the  pile,  (D/B)  is  computed  based  on  a  D  value 
equal  to  one-half  of  the  piles  embedment  depth.  However,  since 
the  D  value  used  in  calculating  ( D  /  B )  ^  represents  the  depth 
of  the  pile  tip,  0  in  this  case  is  equal  to  the  total  embedded 


depth  of  the  pile.  Therefore,  (D/ B ) anc*  ( D  /  B )  s  are  related 
by : 

(0/B)pt  =  (D/B)  $  *  2.0  .  (9) 

★  ★ 

The  last  step  involves  plotting.q  and  f  s  versus  the 
corresponding  relative  depths  -  ( D  /  B )  ^.  and  (D/B)$  -  for  each 
case  and  comparing  the  predicted  point  and  side  soil  friction 
angles  (  <f>  p  t  p  and  <t>s  )  against  the  corresponding  in-situ 

angles  (  $  .  and  4>s).  The  least  amount  of  deviation  between  the 

predicted  and  in-situ  friction  angles  is  used  as  the  criteria 
for  establishing  the  closest  correlation  and  determining  to 
what  degree  the  pile  is  plugged  by  the  soil.  The  in-situ 
friction  angles  are  determined  from  SPT  blow  count  (N)  data 

using  a  relationship  between  <J>  and  N  obtained  from  reference 
2.  To  allow  the  results  to  be  analyzed  in  greater  detail, 
minimum  and  maximum  <f>  values  are  estimated  based  on  the 
adjusted  (Na(j)  and  unadjusted  (N)  blow  counts,  respectively. 
From  reference  1,  the  relation  between  the  adjusted  and 
unadjusted  blow  count  is: 

Nad  =  15  +  (N_15)/2-  (10) 

Also  by  reference  1,  this  adjustment  is  usually  applied  to  N 
values  greater  than  15  in  fine  silty  sands  below  the  water 
table.  However,  for  the  purpose  of  analyzing  the  results  in 

this  section,  this  adjustment  is  applied  regardless  of  the 


soil  profile.  A  sample  calculation  of  the  above  procedures  for 
Arkansas  #7  are  presented  in  Appendix  3-G  (page  87). 


The  most  significant  assumptions  made  in  the  above  method 
of  analysis  concerns  whether  or  not  channel  iron  was  welded  to 
the  web  of  some  of  the  fully  instrumented  test  piles.  To 
protect  the  strain  gages  or  strain  rods  located  along  the  web 
of  a  fully  instrumented  pile,  channel  iron  is  usually  welded 
along  the  pile  web  and  capped  at  the  bottom  to  provide  a 
protective  covering  during  driving  and  testing.  If  channel 
iron  is  welded  to  the  web,  then  A$  and  A  ^  will  both  increase 
significantly  in  the  zero  soil  plug  case.  The  data  available 
did  not  indicate  whether  or  not  this  channel  was  attached  to 
the  fully  instrumented  Lock  and  Dam  26:3IP-IIIS  and  Lock  and 
Dam  26:2-5  test  piles;  therefore,  the  assumption  is  made  that 
channel  iron  is  welded  to  the  web  and  the  tip  and  side  a*eas 
are  computed  accordingly.  Similarly,  the  data  did  not  indicate 
whether  or  not  channel  iron  was  attached  to  any  of  the  non- 
fully  instrumented  piles.  For  these  piles,  the  assumption  is 
made  that  channel  iron  is  not  attached,  since  strain  devices 
were  not  installed  along  the  pile's  embedded  length. 


RESULTS 

The  data  resulting  from  the  above  analysis  is  presented 
in  Table  5.  After  reviewing  the  data  in  this  table,  three 
significant  features  are  noted.  First,  as  the  percent  of 
plugging  in  the  pile  increases  from  zero  to  100  percent,  the 
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unit  point  bearing  (q  )  decreases  and  the  unit  side  friction 


increases.  This  pattern  is  explained  by  the  changes 


★ 

(f  s> 

which  occur  in  the  computed  tip  (Apt)  and  side  (Ag)  areas  as 
the  extent  of  the  soil  plug  changes.  Specifically,  as  the 
percentage  of  plugging  between  the  pile  flanges  increases, 


then 


and 


i ncrease 

* 


and  decrease,  respectively.  In 


pt  s 

equations  (6 )  and  (7 )  ,  Q 
ultimate  load 
proportional  to  A 
concerning  the  data  in  Table  5  is  the  fact  that  the  q 


,  and  Q  are  constant  for  a  given 
pt  s 

if  if 

and  f  are  inversely 


(Qu)  ;  therefore,  q  Q 


t  and  As,  respectively.  A  second  observation 

★ 

and 
o 


f  values  for  Lock  and  Dam  26:3IP-IIIS  (Method  1)  and  Lock 
and  Dam  6 :  K  -  8  are  much  larger  than  the  corresponding  values 
computed  for  the  other  test  piles.  This  is  probably  due  to  the 
fact  that  both  of  the  measured  1 oad- sett! ement  curves  for  the 
aforementioned  piles  do  not  extend  to  a  movement  of  2.0  inches 
(8,12).  Therefore,  as  previously  described,  the  curves  for 
these  piles  were  extended  linearly  to  6=2.0  inches  by  Method 
1.  This  linear  extension  probably  overestimated  their  Q  u 
values,  since  1 oad- settl ement  curves  in  general  become 
asmyptotic  (or  at  least  undergo  a  change  in  slope)  before  a 
settlement  of  2.0  inches.  A  non-linear  curve  would  then  result 


in  a  smaller  Qy  load 


If  Qu  is  overestimated,  then  one  or  both 


of  the  Q 


and 


loads  would 


also 
* 


be  overestimated . 
★ 


s  "  pt 

Therefore,  by  equations  (6)  and  (7),  q  and  f  $  would  be  too 
large.  The  final  observation  concerns  the  unit  resistances 
computed  for  the  Lock  and  Dam  26:1-3  test  pile.  While  this 
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pile  shows  the  largest  computed  values  for  q  ,  the  values  for 

f  are  the  third  smallest  of  the  ten  piles  analyzed.  These 

*  * 

results  indicate  that  q  -  relative  to  f  -  is  larger  than 
what  would  normally  be  expected.  This  can  perhaps  be  explained 
by  the  location  of  the  tip  of  this  pile  in  -  or  slightly  above 
-  a  thin  layer  of  gravel /cobbl es  (2).  The  presence  of  this 
coarse  material  may  have  caused  a  sharp  increase  in  the 
effective  soil  friction  angle  at  the  tip;  consequently,  the 
unit  point  bearing  capacity  would  probably  be  significantly 
larger  relative  to  the  unit  side  friction. 

As  discussed  earlier,  to  predict  the  ultimate  compression 
capacity  of  an  H-pile,  a  correlation  must  be  established 
concerning  the  degree  to  which  the  soil  becomes  plugged 
between  the  flanges  of  the  pile.  To  develop  this  correlation, 
the  data  from  Table  5  is  plotted  on  the  Coyle-Castello  curves 
for  full  displacement  piles  in  sand  (6).  These  plotted  data 
are  shown  in  Figures  5  and  6.  These  figures  relate  unit 
resistance  to  relative  depth  for  different  soil  friction 
angles.  Referring  to  these  figures,  the  solid  soil  friction 
angle  curves  indicate  those  portions  of  the  curves  obtained 
from  reference  6.  The  dashed  curves  represent  the  portion  of 
the  curves  extended  by  the  author  to  allow  for  a  more  accurate 
analysis  of  the  plotted  data. 

For  the  purpose  of  analyzing  the  results,  deviation 
friction  angles  are  established.  These  deviation  angles  are 
simply  the  difference  between  the  predicted  friction  angles  ( 
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NOTATION 


Unit  Side  Friction  vs.  Relative  Depth 


t  and  $  )  -  obtained  from  the  position  of  each  data  point 
in  Figures  5  and  6  with  respect  to  the  4>  curves  -  and  the 
corresponding  in-situ  friction  angles  (  <j> p t  and  $$)  which  each 
data  point  represents.  For  point  bearing  this  deviation  angle 
is  defined  as: 


pt  ,dev  ^  ^  pt  "  ^  pt  ,p^  ’ 
and  for  side  friction; 


^  s ,d  ev  ^  ^  s  ^  s  ,  p  ^  *  (12) 

The  usefulness  of  these  deviation  angles  is  that  the 
closest  correlation  between  the  plotted  data  and  the  Coyle- 
Castello  curves  is  determined  by  the  smallest  deviation  angle. 

To  determine  the  closest  correlation  three  different 
methods  are  used  to  estimate  the  in-situ  soil  friction  angle. 
Therefore,  for  each  plugging  assumption  three  different 
deviation  angles  are  computed.  The  three  in-situ  soil  friction 
angles  which  are  estimated  for  each  pile  are  based  on:  (1)  the 
unadjusted  blow  count  (N);  (2)  the  adjusted  blow  count  (N  .); 
and,  (3)  the  average  of  N  and  Nad  (Navg)-  All  calculated 
deviation  angles  are  presented  in  Appendix  3-H  (page  90). 

Two  factors  are  considered  to  establish  the  best 
correlation  from  the  results  shown  in  Appendix  3-H.  These 
considerations  are:  (1)  the  smallest  average  deviation  angle; 
and,  (2)  the  smallest  amount  of  scatter  in  the  plotted  data. 
Using  these  two  criteria,  the  best  correlation  between  the 
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computed  data  and  the  Coyl e-Castel 1 o  curves  were  found  as 

follows.  For  point  bearing,  the  best  correlation  occurs  when 

the  H-pile  is  assumed  to  be  one-half  plugged  and  the  in-situ 

friction  angle  at  the  tip  is  determined  using  an  adjusted  blow 

count  (Nacj)  value.  For  side  friction,  the  best  correlation 

occurs  when  the  H-pile  is  assumed  to  be  fully  plugged  and  the 

in-situ  friction  angle  along  the  side  is  estimated  using  an 

average  of  the  adjusted  and  unadjusted  blow  counts  (N  ).  The 

a  v  g 

Lock  and  Dam  6 :  K  -  8  test  pile  was  disregarded  in  establishing 

*  * 

these  correlations,  since  the  q  Q  and  f  values  shown  in 
Table  5  for  this  pile  seem  to  be  grossly  overestimated  by 

linearly  extending  the  1  oad- sett! ement  curve  to  a  2.0  inch 

movement.  Interestingly,  the  results  obtained  above  for  unit 
point  bearing  agree  with  the  results  obtained  in  class  (5). 
Namely,  both  determined  that  the  best  correlation  occurs  when 

the  pile  tip  is  assumed  to  be  one-half  plugged  and  the  in-situ 

soil  friction  angle  (  <i>  p  )  is  estimated  using  an  adjusted  blow 
count  (Nfld)  value.  For  unit  side  friction,  the  class  results 
differed  from  the  best  correlation  obtained  in  this  study. 

Specifically,  the  class  results  determined  that  the  best 
correlation  occurs  if:  (1)  the  pile  is  assumed  to  be  one-half 
plugged  by  the  soil  -  instead  of  fully  plugged;  and,  (2)  an 


unadjusted  N  value  is  used  to  estimate 


instead  of  N. 


An  attempt  was  made  to  correlate  the  large  unit  point 

It 

resistances  (q  )  calculated  for  the  zero  plug  condition  to 


1 


the  soil  strength  as  determined  by  the  static  Cone 

Penetrometer  Test  (CPT).  This  attempt  was  undertaken  since 
★ 

these  q  values  were  found  to  correlate  poorly  with  the 

Coyl  e-Castel 1 o  curves  (see  Figure  5).  The  desired  correlation 

★ 

-  designated  as  X  -  between  q  and  the  CPT  results  is  defined 
as  the  ratio: 

X  =  q*0/qc’  (13) 

where  qc  is  the  bearing  strength  of  the  soil  as  determined  by 

the  CPT.  Initially,  the  following  procedure  was  used  to 

compute  X.  A  data  base  of  six  test  piles  (five  of  which  were 

★ 

driven  at  the  same  site)  were  analyzed.  For  each  pile,  q  was 

★ 

estimated  using  the  ratio  of  C  =  1.8.  For  each  of  the  soil 

profiles  at  the  two  different  sites,  qc  was  computed  using: 

the  Cone  Method;  the  deRuiter  and  Beringen  Method;  the 

Bustamante  and  Gianeselli  Method;  and,  the  L.P.C.  Method  (4). 

★ 

With  the  values  for  q  Q  and  qc  computed  in  this  way,  no 

correlation  was  evident  due  to  the  large  amount  of  scatter  in 
the  calculated  values  of  X.  A  second  procedure  was  then  tried 

using:  (1)  a  smaller  data  base  of  two  test  piles  -  at 

★ 

different  sites;  (2)  q  obtained  from  measured  load  transfer 
data;  and,  (3)  qc  values  obtained  from  the  Cone  Method  only. 
Four  test  piles  were  not  considered  in  this  second  attempt 
since  either:  (1)  the  CPT  was  conducted  at  a  significant 
distance  from  the  test  pile;  or,  (2)  the  test  pile  was  driven 
through  layers  of  coarse  material.  This  second  attempt  yielded 


an  X  value  of  about  2.74  for  both  piles  with  almost  no 
scatter.  The  calculation  of  X  for  these  two  piles  is  shown  in 
Appendix  3-1  (page  92).  Unfortunately,  no  conclusions  can  be 
drawn  from  these  results,  since  the  data  base  consisted  of 
only  two  test  piles.  The  analysis  of  additional  data  are 
required  before  a  correlation  or  trend  can  be  established  with 
any  degree  of  confidence. 


LOAD  -  SETTLEMENT  CHARACTERISTICS 


The  objective  of  this  section  is  to  predict  the  load- 
settlement  characteristics  of  H-piles  in  cohesionless  soil. 
After  this  objective  is  achieved,  the  accuracy  of  the 
prediction  model  is  tested  by  its  ability  to  predict  the 
measured  load-settlement  curves  of  two  full-scale,  field  load 
tested  H-piles,  which  are  not  part  of  the  data  base.  The 
procedures  required  to  accomplish  these  goals  are  described  in 
the  following  paragraphs. 

METHOD  OF  ANALYSIS 

Heretofore,  pile  movements  resulting  from  applied  loads 


have  only 

been 

considered 

for 

the  purpose  of  establishing 

ultimate 

compression 

(Qu) 

and 

tension  (Qut )  loads .  To 

accomplish 

the 

above 

objective 

,  the  utilization  of  pile 

movements  will  be  expanded.  Specifically,  the  relationship 
between  these  measured  pile  movements  must  be  investigated  as 

they  relate  to:  (1)  pile  elasticity;  and,  (2)  the  development 

*  * 
of  unit  point  bearing  (q  Q )  and  unit  side  friction  (f  )  - 

expressed  as  a  percentage  of  their  maximum  values.  These 

important  relationships  -  as  well  as  other  factors  -  are 

incorporated  into  the  modified  axially  loaded  pile  computer 

program  known  as  APILE1  (5).  By  using  the  proper  input  data, 

APILE1  can  accurately  predict  the  measured  load-settlement 


curve  of  an  axially  loaded  pile.  The  input  data  required  for 
this  program  can  be  divided  into  two  types:  (1)  that  which  can 
be  easily  obtained  from  the  given  pile-soil  characteristics; 
and,  (2)  computed  data  obtained  from  an  analysis  of  several 
pile  load  tests.  Therefore,  the  method  of  analysis  described 
below  is  devoted  primarily  to  explaining  how  the  latter 
computed  input  data  are  obtained. 

This  computed  data  consists  of  the  T-Z  and  TOTLD-Z^ 
curves.  Here,  Z  is  defined  as  the  relative  movement  between 
the  pile  and  the  surrounding  soil  at  some  point  along  the  pile 
side,  and  it  is  obtained  after  correcting  the  measured  pile 
movement  for  elastic  load  deformations.  The  value  Z^.  is  the 
movement  of  the  pile  tip  relative  to  the  surrounding  soil,  and 
it  is  similarly  obtained  after  correcting  the  measured  tip 
movement  for  elastic  deformation  along  the  pile's  length.  The 
variables  T  and  TOTLD  are  defined  respectively  as  the  percent 
of  maximum  unit  side  friction  and  unit  point  bearing  developed 
as  the  pile  side  and  tip  move  under  some  applied  load.  These 
variables  are  defined  as  follows: 


T  =  f  s/fs,max> 


and. 


TOTLD  =  q  / q 

M  o  Mo  ,max 


Therefore,  the  T-Z  and  TOTLD-Z^.  curves  can  be  physically 
interpreted  as  the  percent  of  the  maximum  unit  resistances 


VV r\*«v  ^  **  - 


which  are  developed  as  the  pile  side  and  tip  move  relative  to 

the  surrounding  soil.  The  test  pile  data  base  listed  in  Table 

★ 

1  and  the  previously  computed  ratio  of  C  =  1.8  are  both 

utilized  to  calculate  these  curves.  The  method  of  analysis 
described  in  the  following  paragraphs  is  divided  into  two 
parts.  First,  the  procedures  and  assumptions  employed  to 
compute  the  T-Z  and  TOTLD-Z^.  curves  are  fully  described.  The 
second  part  explains  how  these  computed  curves  are  used  with 
APILE1  to  predict  the  measured  load-settlement  curves  of  two 
H-piles  in  cohesionless  soil. 


Compute  T-Z  and  TOTLD-Z^  Curves 

Three  steps  are  required  to  compute  these  curves.  These 
steps  are:  (1)  the  extrapolation  of  load  transfer  curves  for 
each  test  pile  in  the  data  base;  (2)  the  development  of  T-Z 
and  TOTLD-Zj.  curves  for  each  pile  -  from  the  load  transfer 
curves  extrapolated  above;  and,  (3)  the  combination  of  the 
curves  developed  in  (2)  to  obtain  one  T-Z  and  one  TOTLD-Z^ 
curve,  which  are  representative  of  the  entire  data  base.  The 
two  curves  obtained  from  step  (3)  will  then  be  used  as  part  of 
the  input  data  for  APILE1.  Each  of  these  steps  are  described 
in  detail  below. 

The  usefulness  of  the  load  transfer  curves  extrapolated 
in  step  (1)  is  that  for  each  pile,  each  load  transfer  curve 
will  eventually  result  in  a  single  data  point  on  each  of  the 
T-Z  and  TOTLD-Z^  plots  for  that  pile.  Therefore,  if  several 


load  transfer  curves  for  each  test  pile  can  be  extrapolated, 
then  several  data  points  can  eventually  be  plotted  on  the  T-Z 
and  T0TLD-Zt  plots  for  that  pile  -  allowing  curves  to  be  drawn 
to  fit  the  data. 

To  extrapolate  these  load  transfer  curves,  two  pieces  of 
information  are  required.  First,  for  each  test  pile  the  shape 
and  location  of  the  load  transfer  curve  representing  an 
applied  load  ( Q  _ _ )  equal  to  the  ultimate  load  (Q,,)  is  needed. 

a  p  p  U 

Once  this  load  transfer  curve  is  plotted,  a  knowledge  of  how 
the  shape  and  location  of  load  transfer  curves  for  H-piles  in 
sand  change  as  Qg  decreases  is  required  to  extrapolate 
additional  curves  at  smaller  applied  loads.  To  simplify  the 
problem,  the  shape  of  all  extrapolated  load  transfer  curves 
are  assumed  to  be  linear  with  depth.  Therefore,  once  the  load 
transfer  curve  corresponding  to  Qapp  =  Qu  is  plotted,  then  to 
plot  additional  load  transfer  curves  at  smaller  applied  loads 
the  problem  reduces  to  one  of  determining  how  the  slopes  of 
the  linear  load  transfer  curves  change  with  respect  to  one 
another  as  Qapp  is  reduced.  Consequently,  the  analysis  below 
is  sub-divided  as  follows:  (1)  the  load  transfer  curve 
corresponding  to  an  applied  load  equal  to  Qu  is  plotted  for 
each  test  pile  in  the  data  base;  and,  (2)  from  an  analysis  of 
measured  load  transfer  curves  of  H-piles  in  sand,  a 
correlation  is  established  between  the  relative  changes  in  the 
slopes  of  these  curves  with  respect  to  one  another.  This 
information  on  relative  changes  in  slope  will  allow  additional 
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load  transfer  curves  to  be  extrapolated  for  each  pile  at 


applied  loads  below  Q  .  Figure  7a  shows  the  general  shape  of 

extrapolated  load  transfer  curves  if  their  slopes  are  assumed 

not  to  change  with  respect  to  one  another.  Conversely,  Figure 

7b  shows  extrapolated  curves  if  their  slopes  are  assumed  to 

change  with  respect  to  one  another.  The  solid  line  in  Figures 

7a  and  7b  represent  the  load  transfer  curve  corresponding  to 

an  applied  load  of  Qu,  while  the  dashed  lines  represent  the 

extrapolated  curves  resulting  from  an  analysis  of  measured 

load  transfer  curve  slope  relationships. 

As  stated  earlier,  the  first  part  of  the  analysis 

requires  plotting  the  load  transfer  curves  corresponding  to  an 

applied  load  of  Qu  for  each  test  pile.  To  plot  these  load 

★ 

transfer  curves  the  ratio  of  C  =  1.8  is  used.  Since  Qut  is 

* 

known  for  each  test  pile  (see  Table  2),  Q  $  is  easily  computed 

using  this  ratio.  Therefore,  since  Qu  is  also  known  from  Table 

* 

2,  0  pt  can  be  calculated  as  shown  below: 

%t  =  Qu  '  QV  (16) 

★  ★ 

Once  Q  and  Q  .  are  obtained,  the  load  transfer  curve 
s  pt 

corresponding  to  an  applied  load  of  Qu  can  be  plotted  -  as 

shown  by  the  solid  lines  in  Figure  7.  Three  points  are  noted 

concerning  this  procedure.  First,  the  load  transfer  curves 

★ 

plotted  in  this  way  are  clearly  estimated  from  the  ratio  of  C 
=  1.8.  Secondly,  these  curves  are  already  corrected  for 

residual  stress,  since  1.8  represents  a  corrected  value  for 


k 


C  .  Finally,  one  may  question  the  reason  for  estimating  these 

load  transfer  curves  for  the  fully  instrumented  test  piles, 

since  measured  load  transfer  data  is  available  for  these 

piles.  The  reasons  for  this  are:  (1)  to  maintain  a  consistent 

method  of  analysis  between  the  fully  and  non-fully 

instrumented  test  piles;  and,  ( 2 )  to  test  the  accuracy  and 

* 

usefulness  of  the  computed  C  value  of  1.8  in  developing 
desired  design  parameters. 

The  next  step  in  the  analysis  requires  the  extrapolation 
of  load  transfer  curves  at  applied  loads  less  than  Q  u  for  each 
pile.  To  accomplish  this  extrapolation  a  data  base  of  six 
fully  instrumented,  field  load  tested  H-piles  in  sand  are  used 
to  determine  how  the  slopes  of  the  load  transfer  curves  vary 
with  respect  to  one  another.  This  group  of  six  test  piles  will 
hereafter  be  referred  to  as  Group  1.  The  names  of  the  piles  in 
Group  1  are  given  in  Appendix  3-J  (page  93).  For  the  purpose 
of  analyzing  the  measured  load  transfer  data  provided  by  the 
piles  in  Group  1,  the  following  ratios  are  established: 


R.  =  Q  / Q  , 
1  app  wu  * 


and, 


★  * 

Q  s/Q  pt 


(17) 


(18) 


The  ratio  R  ^  is  corrected  for  residual  stress  by  assuming  that 
the  computed  residual  stress,  which  exists  at  Q  ,  decreases 
proportional  to  Qapp  (refer  to  Appendix  3-E  on  page  84  for  the 
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residual  stress  at  0 a p p )  -  The  above  ratios  are  then  computed 
for  each  measured  load  transfer  curve  for  the  piles  in  Group 

1.  These  computed  ratios  are  then  tabulated  and  graphed 
against  one  another.  This  tabulated  and  plotted  data  is 
presented  in  Appendix  3-J  (page  95),  as  well  as  the  complete 
set  of  calculations  for  the  Arkansas  It  6  test  pile.  The 
physical  significance  of  graphing  corresponding  values  of  R  ^ 
versus  R^  is  that  the  resulting  straight  lines  which  are 

formed  for  each  pile  in  the  group  indicate  how  applied  loads 

*  ★ 

are  distributed  between  Q  $  and  0  p{.  as  Qapp  changes.  Once 

these  six  straight  lines  were  graphed  and  compared  with  one 
another,  the  line  corresponding  to  the  Lock  and  Dam  26:1-3 
test  pile  was  found  to  have  an  unusually  flat  slope  compared 
to  the  lines  obtained  from  the  other  five  piles  (see  Appendix 
3-J,  page  95).  The  measured  load  transfer  data  from  this  pile 
probably  yielded  a  flatter  slope  due  to  the  fact  that  its  tip 
rests  in  or  near  a  layer  of  cobbles  or  gravel  (2).  This 

situation  may  have  caused  the  smaller  relative  change  noticed 

★  ★ 

between  Q  $  and  Q  pt,  as  Qapp  was  increased.  Therefore,  this 
pile  was  disregarded  and  the  slopes  of  the  remaining  five 

lines  were  averaged.  This  average  slope  is  useful  since  it 

provides  a  means  of  estimating  how  pile  loads  are  distributed 
between  the  point  and  side  as  the  applied  load  is  varied. 
Knowing  this,  load  transfer  curves  can  be  extrapolated  for 
each  of  the  test  piles  in  the  data  base. 


Therefore,  using  the  ratio  of  C  =  1.8  and  the  analysis 
of  measured  load  transfer  data  from  the  fully  instrumented 
piles  in  Group  1,  four  load  transfer  curves  for  each  pile  in 
the  data  base  are  extrapolated  at  applied  loads  equal  to  Q 
.85Qu,  .70Qu  and  . 5  5  Q  u .  The  tabulated  and  graphical  results 

are  presented  in  Appendix  3-K  (page  96). 

As  mentioned  above,  the  second  step  required  to  establish 
these  T-Z  and  TOTLD-Z^  curves  is  the  development  of  individual 
curves  for  each  data  base  test  pile.  This  was  done  as  follows. 
For  each  load  transfer  curve  extrapolated  above,  two  data 
points  can  be  plotted  -  one  on  the  T-Z  plot  and  one  on  the 
TOTLD-Zj.  plot.  Therefore,  four  load  transfer  curves  per  pile 
will  yield  four  points  on  each  of  these  plots.  These  four 
points  allow  rough  curves  to  be  drawn  to  fit  the  plotted  data. 
After  normalization,  these  rough  curves  form  the  T-Z  and 

T0TLD-Zt  curves  for  each  test  pile. 

For  each  load  transfer  curve,  two  computations  are 

required.  Namely,  determining  the  elastic  pile  deformations 

*  * 

(Y  and  Y.)  and  the  unit  resistances  (q  „  and  f  ).  Figure  8 
m  t'  o  s '  3 

shows  a  typical  pile  and  its  linear  load  transfer  curve 

corresponding  to  some  applied  load  Qapp* 

Referring  to  Figure  8,  the  pile  movements  Zm  and  Zt  are 
first  computed  by  taking  into  account  the  elastic  load 

deformation  which  occurs  along  the  pile.  The  1 oad- settl  ement 
curve  provides  the  value  of  the  pile  head  movement  (6  ) 

corresponding  to  ()  .  Then  referring  to  Figure  8a,  Zm  is 
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equal  to  6  minus  the  elastic  deformation  in  the  upper  half  of 
the  pile  -  which  is  represented  by  Ym.  Similarly,  Zt  is  equal 
to  Zm  minus  the  elastic  deformation  in  the  lower  half  - 
represented  by  .  These  relationships  are  shown  as  follows: 


=  6 
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m  * 
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and  , 


Z t  =  Z  -  Y. 

u  m  l 


(20) 


The  elastic  deformations  are  computed  using  the  following 
formula: 


Ym  •  Yt  '  <Pavg*L!/<2*Ast*ESt> 


(21) 


where  Payg  is  the  average  load  in  the  pile  segment,  (L/2)  is 
the  length  of  the  segment,  A$t  is  the  cross-sectional  area  of 
the  steel  (including  any  channel  iron),  and  E$t  is  Youngs 

Modulus  for  steel.  In  computing  Yffl  and  Y^ ,  the  only  variables 

in  equation  (21)  are  P  and  L.  Since  all  load  transfer 

a  v  y 

curves  are  assumed  to  be  linear  with  depth,  P  is  computed 

8  V  Q 

as  the  average  of  either:  (1)  Qapp  and  Qm;  or,  (2)  Qm  and  Q*pt 
-  depending  on  whether  the  upper  or  lower  pile  segment  is 
being  considered,  respectively. 

After  these  movements  are  computed,  the  unit  resistances 

*  *  * 

q  Q  and  f  $  are  calculated.  As  shown  in  Figure  7a,  Q  t  and 

★ 

Q  can  be  determined  from  each  extrapolated  load  transfer 

★  * 

curve.  Therefore,  by  dividing  Q  pt  and  Q  $  by  the  point  and 
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side  areas,  respectively,  the  unit  resistances  q  Q  and  f  are 

computed.  Again,  since  the  extrapolated  load  transfer  curves 

* 

are  linear,  the  value  of  f  s  can  be  averaged  over  the  embedded 

length  of  the  pile.  For  these  calculations  point  and  side 

areas  are  assumed  to  be  those  of  an  unplugged  pile.  However, 

since  the  curves  obtained  from  these  data  are  eventually 

normalized,  the  plugging  assumption  is  not  important.  Sample 

*  * 

calculations  showing  how  Zm,  Z,  ,  q  „  and  f  „  are  determined 
for  the  Arkansas  #7  test  pile  are  provided  in  Appendix  3-L 
(page  108).  The  computed  data  from  all  the  test  piles  are 
tabulated  on  the  last  page  of  Appendix  3-L  (page  111). 

After  these  data  are  computed,  Zm  is  plotted  against 

* 

corresponding  values  of  f  .  Similarly,  Z  t  is  plotted  against 

* 

corresponding  values  of  q  Q .  Therefore,  two  graphs  are 
developed  for  each  pile  in  the  data  base.  Curves  are  then 
drawn  on  these  plots  to  form  a  best  fit  of  the  data.  However, 
since  only  four  data  points  are  available  on  each  plot,  the 

construction  of  these  "best  fit"  curves  is  rather  subjective. 

After  these  curves  are  drawn  on  both  plots,  the  ordinate  (i.e. 

*  * 

q  o  or  f  s  axis)  of  each  plot  is  normalized  by  dividing  by  the 

limiting  unit  resistance  indicated  by  the  rough  curves  drawn 

to  fit  the  data.  These  limiting  or  maximum  unit  resistances 

are  designated  as  q„m  =  </  and  f  m  =  v  for  the  point  and  side, 

o ,max  s , m  a  x 

respectively.  The  curves  obtained  after  this  normalization  are 
the  T-Z  and  TOTLD-Z^  curves  for  each  test  pile.  The  plotted 


data  and  normalized  curves  obtained  for  each  pile  are  shown  in 
Appendix  3-M  (page  112). 

The  final  step  requires  that  the  T-Z  and  TOTLD-Z^  curves 

for  each  pile  be  combined  to  form  one  T-Z  and  one  TOTLD-Z^. 

curve.  These  two  curves,  which  are  representative  of  all  of 

the  piles  in  the  data  base,  can  then  be  used  as  input  data  for 

the  APILE1  program.  These  two  curves  are  shown  in  Appendix  3-N 

(page  122).  Two  different  TOTLD-Z^.  curves  are  presented  in 

Appendix  3-N  instead  of  one.  One  TOTLD-Z^.  curve  is  obtained 

using  data  from  the  Lock  and  Oam  26:3IP-IIIS  (Method  1)  test 

pile  and  the  second  curve  is  computed  without  including  these 

data.  The  data  points  from  this  test  pile  -  using  Method  1  - 

did  not  correlate  with  the  data  from  the  other  nine  piles  (see 

Appendix  3-N,  page  123).  Specifically,  the  Qu  load  estimated 

by  Method  1  is  probably  significantly  overestimated.  This 

overestimation  may  have  resulted  in  a  TOTLD-Z^  curve  for  this 

pile  which  does  not  reach  a  limiting  unit  resistance  of  q 

^o  ,max 

(see  Appendix  3-M,  page  113).  Therefore,  the  TOTLD-Z^  curve 

computed  by  disregarding  these  data  is  used  as  part  of  the 
input  for  APILE1. 

Predicted  Load-Settlement  Curves  Using  APILE1 

To  provide  an  indication  of  the  overall  accuracy  of  the 
design  parameters  determined  thus  far  and  allow  for  the 
prediction  of  1 oad- settl ement  curves,  the  computer  program 
APILE1  is  used.  The  accuracy  of  the  following  design 


parameters  will  be  tested:  the  ratio  of  C  =  1.8;  the 

correlations  of  a  one-half  plugged  pile  point  and  a  fully 
plugged  side;  and,  the  computed  T-Z  and  TOTLD-  Z^.  curves.  To 
test  the  accuracy  of  these  parameters,  the  load-settlement 
curves  of  two  full-scale  field  load  tested  H-piles  in  sand 
will  be  predicted  by  APILE1.  The  predicted  results  are  then 
compared  to  the  measured  1  oad- sett  1 ement  curves.  The  two  test 
piles  utilized  in  this  procedure  are  called  Kansas  City  #4  and 
Kansas  City  #8  (12).  These  piles  are  chosen  from  outside  of 
the  test  pile  data  base  which  was  used  to  develop  the  design 
parameters.  To  compute  the  input  data  for  these  two  piles,  the 
pile-soil  characteristics  and  the  aforementioned  parameters 
are  used.  A  sample  of  the  specific  calculations  as  well  as  the 
input  and  output  data  for  Kansas  City  #4  are  presented  in 
Appendix  3-0  (page  124). 

After  the  predicted  load-settlement  curves  for  these  two 
piles  are  obtained,  the  same  procedure  is  repeated  using  the 
design  parameters  obtained  from  class  (5). 

RESULTS 

The  computed  T-Z  and  TOTLD-Z^.  curves  are  presented  in 
Figures  9  and  10,  respectively.  In  these  figures,  the  curves 
computed  in  this  study  are  represented  as  solid  lines,  the 
curves  from  class  are  shown  as  long  dashed  lines,  and  the 
curves  recommended  for  full  displacement  piles  are  the  short 
dashed  lines.  Both  figures  clearly  show  that  at  the  same 


movement,  the  percent  of  maximum  unit  resistance  (i.e.  T  or 

TOTLD)  which  is  developed  by  H-piles  in  sand  is  significantly 

less  than  the  corresponding  resistances  developed  by  full 

displacement  piles.  The  T-Z  and  TOTLD-Z^  curves  obtained  in 

this  study  are  very  similar  to  the  corresponding  curves 

obtained  previously  in  class.  However,  one  significant 

difference  between  the  computed  and  class  curves  is  that  the 

curves  obtained  in  this  study  indicate  that  the  unit 
*  ★ 

resistances  (f  and  q  )  will  reach  their  limiting  values  at 

smaller  pile  movements.  Specifically,  the  computed  T-Z  curve 
★ 

predicts  f  to  reach  its  limiting  value  at  a  movement  of  only 

0.71  inches,  while  the  T-Z  curve  obtained  in  class  does  not 

predict  this  limiting  resistance  to  be  achieved  until  a  pile 

movement  of  1.2  inches  (see  Figure  9).  This  represents  a 

difference  of  42  percent  in  the  pile  movement  required  to 

reach  a  maximum  unit  side  friction  value.  Similarly,  the 

★ 

computed  TOTLD-Z^  curve  indicates  that  q  Q  will  reach  a 

limiting  value  at  a  pile  tip  movement  of  1.50  inches,  while 

the  T0TLD-Zt  curve  from  class  does  not  predict  this  limiting 
resistance  to  be  achieved  until  a  tip  movement  of  2.0  inches 
(see  Figure  10).  This  represents  a  difference  of  25  percent  in 
the  tip  movement  required  to  reach  a  maximum  unit  point 

bearing  value. 

In  attempting  to  establish  T-Z  and  TOTLD-Z^  design  curves 
for  H-piles  in  cohesionless  soils,  the  close  similarity 
between  the  computed  and  class  curves  is  significant.  This 


similarity  becomes  even  more  meaningful  when  one  considers  the 

fact  that  eight  of  the  ten  piles  analyzed  in  this  study  were 

not  utilized  to  develop  the  class  results.  Specifically,  only 

Arkansas  #7  and  Lock  and  Dam  26:1-3  were  used  in  developing 

both  the  curves  computed  in  this  study  and  the  class  curves. 

However,  this  close  similarity  between  the  computed  and  class 

curves  may  be  at  least  partially  due  to  the  fact  that  four  of 

the  six  test  piles  from  Group  1  -  which  represents  the  data 

base  used  to  correlate  R^  and  for  extrapolating  the  load 

transfer  curves  -  were  test  piles  which  were  also  used  to 

determine  the  T-Z  and  TOTLD-Z^.  curves  in  class.  Recalling  the 

method  of  analysis  discussed  previously,  the  extrapolation 

procedure  developed  from  the  piles  of  Group  1  was  only  applied 

to  the  three  load  transfer  curves  per  pile  which  corresponded 

to  the  three  applied  loads  less  than  Qu .  At  an  applied  load 

★ 

equal  to  Q^,  the  ratio  of  C  1.8  was  utilized  to  compute  the 

fourth  load  transfer  curve  for  each  pile.  The  significance  of 

this  is:  a  relationship  exists  between  the  slopes  of  the 

extrapolated  load  transfer  curves  (relative  to  one  another) 

which  are  used  in  this  study,  and  the  relative  slopes  of  the 

measured  load  transfer  curves  used  to  determine  the  class  T-Z 

and  TOTLD-Zj.  curves.  Again  this  relationship  does  not  exist 

★ 

for  those  extrapolated  load  transfer  curves  computed  using  C  . 
In  explaining  the  similarity  between  the  T-Z  and  TOTLD-Z^ 
curves  obtained  in  this  study  and  in  class,  the  importance  of 
this  relationship  is  difficult  to  determine.  However,  since 
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the  six  piles  in  Group  1  were  selected  from  three  different 
sites  and  yielded  measured  load  transfer  curves  which  are 
typical  of  other  instrumented  H-piles  in  sand,  the  author 
contends  that  avoiding  this  relationship  by  selecting  test 
piles  in  Group  1  from  outside  of  the  data  base  used  in  class 
would  probably  not  significantly  alter  the  T-Z  and  TOTLD-Z^ 
curves  computed  in  this  study. 

The  1  oad- sett! ement  curves  predicted  by  APILE1  and  the 


corresponding  measured  curves  for  the  Kansas  City 


and  #  8 


test  piles  are  shown  in  Figures  11  and  12,  respectively.  In 
each  of  these  figures:  the  highest  dashed  curve  is  the  *  i  e  1  d 
curve;  the  lowest  dashed  curve  represents  the  settlement  curve 
predicted  using  the  design  parameters  obtained  in  this  study; 
the  dashed  curve  just  below  the  solid  line  is  the  Dredicted 
curve  using  the  results  from  class;  and,  the  solid  curve  is 
that  predicted  from  the  combined  results  of  this  study  and 
class.  Using  the  design  parameters  determined  in  this  study, 
APILE1  underpredicted  the  measured  ultimate  compression 
capacity  of  both  Kansas  City  #4  and  #8  by  about  36  and  30 
percent,  respectively.  Using  the  design  parameters  obtained 
from  class,  APILE1  again  und er pr ed i c t ed  the  measured  capacity 
of  these  piles  by  about  22  and  14  percent,  respectively  (see 
Figures  11  and  12).  Therefore,  the  results  obtained  in  class 
predicted  the  load-settlement  characteristics  of  these  two 
piles  more  accurately  than  did  the  design  parameters  computed 
in  this  study. 
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The  reason  why  the  class  results  yielded  a  more  accurate 
prediction  of  the  measured  1  oad- settl ement  curves  is  due  to 
the  different  assumptions  made  concerning  the  degree  of  soil 
plugging  which  occurs  between  the  flanges  of  the  pile. 
Specifically,  the  most  significant  difference  between  the 
design  parameters  determined  in  this  study  and  those  obtained 
in  class  is  the  degree  of  soil  plugging  which  occurs  along  the 
side  of  the  pile  at  ultimate  failure.  In  this  study,  to 
compute  side  load  the  best  correlation  occurs  when  the  area 
between  the  flanges  is  assumed  to  be  fully  plugged;  whereas, 
the  best  correlation  in  class  was  obtained  by  assuming  the 
pile  to  be  one-half  plugged  by  the  soil  (5).  The  importance  of 
this  difference  is  shown  by  predicting  the  load-settlement 
curves  of  the  Kansas  City  piles  using  APILE1  with  the  design 
parameters  obtained  in  this  study  -  but  assuming  the  pile  side 
to  be  one-half  instead  of  fully  plugged.  The  1 oad- sett  1 emen t 
curves  predicted  in  this  way  are  shown  as  solid  lines  in 
Figures  11  and  12  and  closely  match  the  predicted  curves 
obtained  by  using  the  class  design  parameters  exclusively.  The 
small  difference  between  these  two  predicted  1  oad- settl ement 


curves  for 

each 

Kansas  City 

pile  is 

due 

to  the 
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differences 

that 
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curves 

computed  in  this  study  and  in  class. 
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CONCLUSIONS 

Based  on  a  static  analysis  approach,  the  following 
conclusions  are  made  concerning  the  performance  of  H-piles  in 
cohesionless  soils. 

For  piles  subjected  to  both  a  compression  and  tension 
load  test,  a  definite  trend  exists  to  indicate  that  the 
ultimate  side  load  in  compression  -  corrected  for  residual 
driving  stresses  -  may  be  estimated  by  multiplying  the 
ultimate  load  in  tension  by  a  factor  of  1.8.  For  this 
calculation,  the  ultimate  compression  and  tension  loads  are 
defined  at  movements  of  2.0  and  1.2  inches,  respectively.  From 
Figures  2  and  3,  the  ultimate  side  load  in  compression 
predicted  using  this  multiplier  factor  of  1.8  yielded  results 
which  were  accurate  to  within  about  +25  percent. 

As  mentioned  previously,  static  analysis  procedures 
require  the  prediction  of  both  point  and  side  loads  to 
estimate  total  pile  capacity.  The  results  of  this  study 
indicate  that  the  ultimate  point  bearing  capacity  can  be 
estimated  using  the  correlations  developed  by  Coyle  and 
Castello  for  full  displacement  piles  (6)  by:  (1)  assuming  that 
the  area  between  the  flanges  of  the  H-pile  are  one-half 
plugged  by  the  surrounding  soil;  and,  (2)  using  an  adjusted 
Standard  Penetration  Test  (SPT)  blow  count  ( N  ^ )  to  estimate 
the  average  in-situ  soil  friction  angle  over  a  depth  of  +3 
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pile  diameters  from  the  pile  tip.  These  results  agree  with 
those  obtained  in  class  (5). 

In  predicting  the  ultimate  side  friction  developed  by  the 
pile,  a  discrepancy  exists  between  the  design  parameters 
obtained  in  this  study  and  the  parameters  developed  in  class. 
Specifically,  when  using  the  Coyle-Castello  correlations,  the 
results  of  this  study  indicated  that  the  ultimate  side  load 
could  be  most  accurately  predicted  by  assuming  the  pile  side 
to  be  fully  plugged  by  the  soil,  while  the  class  results 
indicated  that  more  accurate  load  estimates  would  be  obtained 
by  assuming  a  one-half  plugged  condition  (5).  Based  on  a 
comparison  of  the  predicted  and  measured  1  oad- se tt 1 emen t 
curves  for  the  Kansas  City  #4  and  #8  piles  (see  Figures  11  and 
12),  the  fully  plugged  assumption  underpred  icted  the  ultimate 
capacity  by  30  and  36  percent.  However,  the  one-half  plugged 
assumption  und er pr ed i c ted  by  only  14  and  22  percent.  Despite 
the  fact  that  both  of  these  plugging  conditions  are  based  on 
the  analysis  of  relatively  small  data  bases  and  that  the  one- 
half  and  fully  plugged  cases  were  tested  for  accuracy  against 
only  two  field  curves,  the  author  believes  that  in  predicting 
side  friction  load  the  one-half  plugged  condition  will  yield 
more  accurate  estimates  in  most  cases.  Therefore,  using  the 
Coyle-Castello  correlations,  the  ultimate  side  friction 
capacity  can  be  estimated  by:  (1)  assuming  the  pile  to  be  one- 
half  plugged  by  the  soil;  and,  (2)  using  an  unadjusted  SPT 
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blow  count  (N)  to  estimate  the  average  in-situ  soil  friction 
angle  along  the  pile's  embedded  length. 

Finally,  the  results  of  this  study  indicate  that  the 
1 oad- sett! ement  curves  of  H-piles  in  sand  may  be  predicted 
with  reasonable  accuracy  by  the  computer  program  APILE1,  if 
the  conclusions  presented  in  the  preceeding  paragraphs  and  the 
T-Z  and  TOTLD-Z^  curves  obtained  in  this  study  are  utilized  to 
develop  the  input  data  for  APILE1.  Referring  to  Figures  11  and 
12,  the  close  similarity  between  the  solid  curve  and  the 
dashed  curve  just  below  it  signify  that  no  significant  shift 
in  the  load-settlement  curve  resulted  when  the  T-Z  and  TOTLD- 
Z^  curves  from  class  were  used  as  the  input  for  APILE1. 
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RECOMMENDATIONS 


The  design  parameters  obtained  in  this  study  were  based 
on  an  analysis  of  only  ten  different  field  load  tests. 
Therefore,  due  to  the  limited  size  of  the  data  base, 
additional  research  work  is  required  to  confirm  the  results  of 
this  study.  Also,  in  designing  H-piles  in  cohesionless  soils, 
it  is  recommended  that  at  least  one  full  scale  field  load  test 
accompany  any  pile  foundation  design  determined  exclusively 
from  the  results  presented  in  this  study. 

Finally,  the  possible  ex i stance  of  a  correlation  between 
the  results  of  a  cone  penetrometer  test  and  unit  point  bearing 
capacity  of  an  H-pile  should  be  investigated  further. 
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APPENDIX  2:  NOTATION 


tip  area  of  pile  -  in  square  feet; 

total  embedded  side  area  of  pile  -  in  square 
f  eet ; 

cross  sectional  area  of  steel  pile  (including 
channel  iron)  -  in  square  feet; 

equivalent  circular  pile  diameter  -  in  feet; 

the  ratio  between  the  ultimate  pile  side  load  in 
compression  and  ultimate  load  in  tension,  defined 
as  (Qs/Qut); 

the  ratio  between  the  ultimate  pile  side  load  in 
compression,  corrected  for  residual  stress,  and 
thg  ultimate  load  in  tension,  defined  as 

(Q  S/Qut); 

embedded  length  of  pile  -  in  feet; 

Youngs  Modulus  for  steel  -  in  tons  per  square 
foot ; 

unit  side  friction  corrected  for  residual  stress 
-  in  tons  per  square  foot; 

maximum  or  limiting  value  of  unit  side 
friction  -  in  tons  per  square  foot; 

total  test  pile  length,  from  point  of  load 
application  to  the  pile  tip  -  in  feet; 

unadjusted  Standard  Penetration  Test  blow 
count  -  in  blows  per  foot  of  penetration; 

adjusted  Standard  Penetration  Test  blow  count 
for  silty  sand  below  the  water  table  -  in  blows 
per  foot  of  penetration; 

average  of  the  adjusted  and  unadjusted  blow 
counts  -  in  blows  per  foot  of  penetration; 

average  load  in  a  segment  of  embedded  pile  - 
in  tons; 
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qc 

=  soil  strength  as  determined  by  the  cone 

penetrometer  test  -  in  tons  per  square  foot; 

f 

^m 

=  load  on  the  pile  at  the  midpoint  of  its  total 
length  -  in  tons; 

1 

fc 

Qpt 

=  pile  tip  load  in  compression  at  ultimate 
-  in  tons; 

failure 

& 

* 

0  Pt 

=  pile  tip  load  in  compression  at  ultimate 
corrected  for  residual  stress  -  in  tons; 

failure, 

1 

^r  es 

=  residual  stress  load  at  the  pile  tip  -  in 

tons ; 

1. 

■*r. 

'■  * 

qr  es 

=  unit  residual  stress  at  the  pile  tip  -  in 
tons  per  square  foot; 
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*  0 

’o  ,max 


TOTLD 


=  side  friction  load  along  the  pile  in  compression 
at  ultimate  failure  -  in  tons; 

=  side  friction  load  along  the  pile  in  compression 
at  ultimate  failure,  corrected  for  residual 
stress  -  in  tons; 

=  total  pile  load  in  compression  at  ultimate 
failure  -  in  tons; 

=  total  pile  load  in  tension  at  ultimate  failure  - 
in  tons; 

=  unit  pile  tip  bearing  resistance,  corrected  for 
residual  stress  -  in  tons  per  square  foot; 

-  maximum  or  limiting  value  of  unit  tip  bearing 
resistance  -  in  tons  per  square  foot; 

=  ratio  of'applied  to  ultimate  compression  loads, 

defined  as  (Q  /  Q  ); 

a pp  v u '  ’ 

=  ratio  of  pile  side  to  point  load  in  compression 
cojfrec£ed  for  residual  stress,  defined  as 

u  S/Q  Pt>* 

=  amount  of  unit  side  friction  developed  expressed 
as*a  percentage  of  its  maximum  value,  defined  as 

(f  s/fs,max)  "  in  Pe rc en t ; 

=  amount  of  unit  point  bearing  developed  expressed 
a  s  *  a  percentage  of  its  maximum  value,  defined  as 

o/qo,max>  •  in  P^cent; 
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OTLD  =  amount  of  unit  point  bearing  developed  expressed 
a  s  *  a  percentage  of  its  maximum  value,  defined  as 

(q  o/qo,max)  -  in  Pe^ent; 

=  correlation  between  unit  tip  resistance  in  the 

zero  plug  condition  and  the  soil  strength  as 

determined  from  the  cong  penetrometer  test, 

defined  as  the  ratio  fq  / q  )  ; 

o  c 

=  elastic  deformation  in  the  upper  half  of  the  pile 

-  i  n  i  n  c  h  e  s  ; 

.  =  elastic  deformation  in  the  lower  half  of  the  pile 

-  in  inches; 

=  relative  movement  between  the  pile  and 

surrounding  soil  along  the  side  of  the  pile, 
obtained  after  correcting  for  elastic  load 
deformation  -  in  inches; 

=  movement  at  the  midpoint  of  the  pile's  embedded 
length  relative  to  the  surrounding  soil,  obtained 
after  correcting  for  elastic  load  deformation  - 
in  inches; 

t  =  movement  of  the  pile  tip  relative  to  the 

surrounding  soil,  obtained  after  correcting  for 
elastic  load  deformation  -  in  inches; 

=  movement  of  the  pile  head  in  either  compression 
or  tension  -  in  inches; 


pt  ,dev 


s  , de v 


deviation  angle  for  unit  point  bearing,  defined 
as  (%t,p  '  %t]  '  1n  degreeS; 


=  deviation  angle  for  unit  side  friction,  defined 


as  ( * 


)  -  in  degrees; 


pt  ,p 


friction  angle  of  the  soil,  predicted  by  the 
Coyle-Castello  correlations,  at  the  pile  tip  -  ii 
degrees; 

average  friction  angle  of  the  soil,  predicted  by 
the  Coyle-Castello  correlations,  along  the  pile 
side  -  in  degrees; 

average  in-situ  soil  friction  angle  at  the  pile 
tip  -  in  degrees; 

average  in-situ  soil  friction  angle  along  the 
pile  side  -  in  degrees. 


P Pp  jy  pi  x  ■  i  •  ^  onfuTE  (—  '  r  on y  i.  or  e  k  jto  J  (3  -  f\  -  j_ 

L  oc><  p  vo  Dftyi  *  :  l  -  ? 


*  /  t 


: -0 o  v  ^  f  jr  /?P/y_-/  - 


~1  *  »rw  -  'c  W  !r  ^  O  •’  J3  -  ••'■  r :»  ■  ^  r  J  c  -  -  ^  ;  7  H  tisj  QL,  r  ~  t  o  r  j  5  (  j?  £  h 


r  c >n;/,'  1  c 5r  *. 


(X*Pn  TCuS3ok  Ttsr  L3>\o~  /■£}  Tif/ilTv 
CUilvt^ 


I  non  T>?t  cor\“\ ?£;/ro»_-  T£;r  iMo  -  /EnitrVwr  A)r  S’* 'Z.O".  7> 

<2..  --  70 (»TtP  :) 

l~KC>rt  TPt  t‘<zPSJ-"Sc  LOPC  YnP.*if?Zil  tonvtj  Jv  sjri’nCfCOHj  Pr' 

Ou  z  TJ  K  f  .  "r!fK-  ^?pr  -  j£C?  H?\!/  ;  iHC  |?£>''')>;C  O  X?  >J  t r 

Oo  ■■  $rr  *  <?, 

Cps  ^  u?;,  ‘  V|> 

:  i'?2T  ~  1  Joj  rov; 

/O  d?c  *  i  frp  '3  V 


r>  f 

'/ t  ft  I?  ,n  r»  ■  .£- _ i 


fl”c 


-  2.r^ 


/Ippfndt* 

3-IJ: 

f  Co  Avon 

C  Fov{  l\^OK>- 

Fi^  ay  -LkjsT)nyr<i’irto 

r\  Vii  D 


AS~tUO  C'OK.v'lt  l/1TIok'< 


Tin  a  it 


Ml 

J 

•iw, 


r  tion  r?t  F  lO  }  AUunx^^.  rw£  prit  rb  ut  'z  Ptu&Ftc,  TVirw, 
D-~^2.8ft  a^o  An  ,  c  OSH3  Frl  (  Ht>  12  *  Oj 

l0~fTV)  (rXH  4  Pll/LbtKjJ 


o  tonPjft  7>.» t  EauiMLEtjr  t>rAntrE>t,  8: 


"V  -  ^r,  ^  , 


**  Rz  \  {Ar^][% 


( 0.W3  fr-)( *) 


r  .  py  -  ':4 

/  Ht  »t£  ‘-S'ihr, 

.#•>> 


/it  U  "  c" 


-  S?.  2  C:D'  FI  Li  71)’) 


0  y':T£w  rl> j'~ 


^K'° _ £Pr 


0*7  0  <TOF  : 

ppS’M  t  ;  P '  i?.jy  j 

> .  =  w  >  (  ■  -s 


v  f  p  j  9 


U, 


•  SO 


>»  •■•  w,.>  •  i .  "  ■  <W  *-> 

w»»  ■  ■*■  r 

I  Hi  .  r  'IJ*1  )(t  ^  2,  Ar  /V  =  -£,  'u?v  $J_2_  ~2__ 


Fjc  n  £? , 
Fno, 


U*  H  ,  . 

w  -  "  ;'Hv"  r  " 
D  -  0 


)  P7~  :j^k~  u.jr<J  In.’  RfcF  i£>, 

/  .,  , ,,  »  o  /.  F'O"  i.'-'F  -  UAvir  -  J  ^r-  =  T; 


r  *./<  -  *  .%  ->  WYj«  ,'jiV 


nrnsj pi v  j  -  o  • 


(3-f 


*  1/  FrErznlxiE  A  mo  -fj  : 

For,  f; 

i  Ht  /!  v  E  !<'/')<$£  UfJX'T  FFoE  FK’TsTIom  17  7>7ic  E\’  /=)  r'  T  i-}  E  nToFoTr^T  OF 

TPfc  PJifi  £Tr7i?tpffo  T  b!  E  i?E  F  C>>lEj 

&J,«  ‘  U^l  ■  ,.  *y 


.  i  rz 


F  nc>n  17  tF  C ,  F)r  -  37*  flwo  (  ^oJ;  =  L1LfJ  T^tsi'-  Fz  OS!!.  ^^fT1 
Fo>n  Vo 


ion  ^ 

Fporf  P£F  ^  />r  ^pr  =  /Iwo  (%)_*£?, 


TC  U», 

THCaJ:  ^  *  9(9  ^Ff* 


Ft  Eg  K  rCV  £  /Imq  <j?pr 

Fou  Ot  •’ 

Fnjn  t,jc  Pjtt  *T2r  ,  TT-M^E  Fr'dEovEo  LE/JF'F  ,-U  -fF_>.vA» 

r<Ic  i£;  ,-]}  -  FT7-  f  JiSjrZKl-  'i  FUS^ta)-  THE  >Tr  r  9>T,;; 

1  F  *  F>  r  (-P-^  /Ft1F^v^  fr'J  ;  -  1.TJ  ro ^  >• 

F on  (Fpr  : 

/  O'.?  fHg  t’llg  Fr s £,  /h.-m-’F  /Two  SFs^/K  r v 

r  F  19,  ,i„r  :  0.  rV5  'V  1  f  ,-?  >;  i/nr/v’  6  1  P-9j_rf/jJ;  7  H  E  n  i  :  o:  ■  £  : 


£Frr  ^  <  Frr  *  (73  r^-,--j(j.rv^^  V  -  -  i-W 


:  *-  Qyr ,  TF*«: 

O J  •  [LTO-  ':3.  ■-)  n,-,: 

Q J  -  1  33.  H  ~o^s 

Fr  0  n  Fh£  69  n  <’•'£  //rov  TZ  -r  u^rj  -  yg  ’'lit  p[  jj-  ,^k'-F  i  i:lF  jo;  ,-Jr  F-  I 

£?w  1  1&3-&  rotjf  .  T  >)  p  >7E  FOPF,  Th'£  FoV«-t-  L,Ja*::j  ('9.,'Dfi  '66  6  >•  6/ 


LV»'i 


I.VJ-j 


n  2  ~  v 


(3-B- 


*  Ejtyi^jTc  //Qo  ~  F non  CoYLEi  C^Hell. 


Qu  j  ihEue  FonE  J  iJiZHCr  i  he  yhloEi  p>‘ £  viom ty  uur.wwtt; 
Fuon  Tut  Coyle  -  CfiSTE  llo  Co\\\\  elhTTovj  ■ 


J55.  V 


71. £2 


1°i.£>6  of  T^E  roTfu  loho  r<  cahutZo  ay  sxcE  fincTZok)  huy> 

70.  H 7  if  cfiaunZa  ay  The  file  PoikP. 

*  <4_  CoylE  ~  CoiTtLLQ  RtfULTf  Tb  P itEorcT  C 

f— 

f-  ium  rne  -  /fn/tnE^  «: ( >?£ f  loj  /9r  S ^  7.0  ";  T«f,v  : 

£?u  «  16&,  V  Tb^'S 

Us  ru&  the  Coyle  -  CastEuo  kesuit  of  ®yQj  .7°\6 ,  i  «a»-. 

#,  =  -  6  1°iq)(U8.  7  rfewj 

*  i  ?  V  tom/ 

FrOH  THE  TEe}J'0E  TlfT  LO'-hj  FETTLE  nt/JT  YO)lvE  (>?EF  to)  fir  £  -  J. 
THE  67,  r  r  ro*M  ;  tvcite  Fc> 


<:  ■ 

<?„r 


V7  £ 


>.£C> 


■W'v^n. 


Ek'  {TOk 


>t$r  Lop\q~  fErritnfvr  du.ivt 


Dflips  i 


/•^  - - ’srurzO  AAUTXOM  OF  FUKvE 

RtP>Jf  itt:rs  Lint  txrf-jjfroj 


FI£lo  CO^E 


fj£LO 

to  WE  TE>  itirutiTFf  AT 

fc  0.4  " 


foLTo  Cl 


ouoE  li  nifiiJnEo  comvE, 
TXfiiCEO  Fir  on  RfF.  j.£ 


„  enable  to  one  do*  B°» 

toflW*  tepxoducUoo 


/;prF:pix  ?~P 

^  Pjy^z.  -"'  Ex  T  W  ,-i  rj) :  ft  r  7  ^  _  2C  -'  -  J?r’:£r--* 


~1 

.^ii  <1  I 


C?-D-_ 


!> 

— ^  v  A  •  - .  .  1~-  w  <=•  *  -  w  r 


~f  r  1  : 


J"  <  ",  7wc 


Z^i'C  /-■‘JC,:? 


~°  •'  ~  ]jrf  If  A  ST)iflZiHT  like  i^TTH  A 


OF  hr,.  =  .  00?  'roK . 


*  7E>C 


.  nr;  ccjr«“^rr0  m0  AfPi  -rfc  td  the  P.  ^kexk  ;-  • 

fE~iiEnEK~  cVhve;  <7P '  /-? t? k .-»*;/?;  c7  /-7/.o  iv7  )  Z  -~7t  vjp 

l*O^C‘  -  '  ,  L  A  Brio  A  2  -  >  flUo  CAk'A&I  7f-l  A(  pf  ;  ,.  fix  I?  ~o  BE  >  ■ 


":  :-P-  r>c  r;  proiEo  ok  t he  loap-  dir:; 

Of  .r -)<•  h  3p  r;’ E  REoKEr.  zL'tjokEo  TE rz^b  To  fxko  a  poZkt  of 

TAi:Zr:  K'£y/  (  30  }  f0) 

l  op.o  ~  •-) 

d0  Ql-O 


1 1 At*. 


po'(Qo,ro)  '  -jauCriPT  PoXuT  P„ 


Xu 

-  .  009  ■'you 


£  -  2.0  ' 


Pi 


uksotkiv  pt 


f'Z.o" 


*  Ron  Each  Hnf,  (y’t 

SHOU/B  ABOVE  r)i  &.0 


COPS  lOfTE  nnTNEo  A 


i  J~=  2.0.  ~T  bts  l 


OP  o  is 


~J~At  oi  FF  E  ittLcE  i  C2  >.o  ~  Q0  j  7/  Cvr-PuTEo.  T~ -!J  j  oIFF  E<\c  KCt  (&$) 
tllrnZEEKrS  THE  AooxtJokal  loPo  THAT  EAcH  pilE  ikAS  AtfiE  V’o  TPi^ny  -  fPJT  m 

The  Pot  at  uOHErtt  THE  fcoTE  OP  Jr/  ifmfnt  a-T  <r^x?i/E  it//U  Ec{UPL  to 

hx0-  pnron  TV  nEACHTKlCr  ULTTnATE  FATlJn£  ( J.  j_ 

A  Q  * 


WiWWWW 


LiiE _ Uk.  rv-r1  y--±  i  Ajy,K  /A,.,,  *?  i 

1:  J)  23~  l  n _ £i _ r? _ ii _ ^ _ >  i 

L ..-  <  •  _ .22 _ il£ _ ii2 _ .r>"  !  . -■? _ .  )i 

P  i  -ti _ fo _ as _ 22 _ £2 _ p  j  ry _ 

*  hll ’S'  I  H6  ^Ooi/C  i?E)Jj;  ^'FiiS  THEw  APPHto  TVT'«  TO  l*  02b’>  HP  - 

ET  2  uy'DS*?  TpE  assupation  that  the  connitsf  xch  tE<ti  cm  ojffc»?Esrr 

P~  PHES  XfJ  SH/JC  WILL  ExPIOlT  LOCO  -  SETTLE  r>Eh'T  CURVES  WITH  fTrXi-Ap 
Js'rJPES  Ip:  (i-)  I:AlH  CURri r  *M5  /?  POTwr  which  IS  TAnGEur  ro  A  zr^’t 

HAvtK’6-  A  SiOfE  rn0)  A^O}  (2)  THIS  PoImT  OF  TAMG  Eh'Cy  0ClO,\$  CLOSE  TO 
yo//t  COmPTAKT  nbvEntMT  So. 

*  S  II  £  2  •  Fr?yp  Thc  TA)3l£  Ai70i/E,  A  PElAtTomS  HXP  WAS  M’jTEo  BZTWtEv  Sc 
Ai-'O  P  Xh  lAft  IF  So  is  PtLrVrx^ELy  TV-All  ,  P  wAf  i?E  i  A~X  v  ti  y  LAA.GE  'r  ' 
COkWErsEly  Ii-  So  -<  if l»:iiE.  P  r<  TPAll.  p  H  Vile  Ally.  TH;<  ImozlAtEs  THA¬ 


/H»:uE,  p  r< 

Its  Au. 

P  FHIlAlly, 

\m0  c  .  oo  ?  J/ro 

a-  Tf 

1 l>  i  A  C  S'iorO  A  T 

(Ti,  T"Fv  the 

pile 

CAPABLE 

'^XOk'Al  LOPtiOi 

Prior 

TO  nUL’SXKR 

IS  LARGE,  TPfcw  THE  PJi-F  r;  J>Hiy  LAi  A IlS  or  CAi?R  yxk'G-  A  REiArivfiy 
5'A'l  Arpin  DnAl  LCJAo  P'ijjvi  TO  PlJh'C-T  MO. 

S/zTH  THIS  JM  moo,  A  VALUE  P  OR  P  r0  oSt  Ifj  Ey1HAPclAriK 
IP'S  l402S>  P  ~  Jj[f  curve  ooAs  EsTinATio  Pnon  Tpc  rVjovft  TAIJlE 


VlVl 


WWW 


RH 


n  ?ftu  vix 


3-D 


(7-D--  * 


fnon  t>\osz  rr:pj  *jt th  vfliots  close  rt>  the  f0  v#Lve  of  .qfl 

03~ATk’Eo  F\ ior,  l  4  :  y  TP  -  jTf  f 

T"m{F  iff  Fovl tj  Ft'ion  THE  POOvE  T APlE  fltJo  Do  xj  u  oErIk'O-  OVLY  TflOJE  PILE.' 

ivrrv  -?£  <  cC  3HFaj  P  if  EsrxnnrBo  flr  yy%.  With  P~.ny,  rutr 


Oi  .o  -  Go 


?  *  G0  '  Qo  ,  °«>  Q.q ~  Qa  fP  4  T 


I  Tf’ 

I  non  REF  0,  flf  m0c  Ool  'rou^  THE*  0o=l$ror0K$  For  1*026  ^TP- 

hr f  , ■ 

Q2  0  r  iTOttUJ  (.W  *  l.Ol) 

r  J  Poll.flfl)  rbyjj 
Q .  0  -  2i£  Tbklf 

T'herFFouEj  Fnon  flu  fltofl  tysjs  OF  SHE  fHflFFf  oF  7»£  L00>o  -  fFTV-BnEnr 

cukvfs  of  the  rZrr  pr-f/  Ja-  the  the  oltimtE  Cflracrry  r« i( 

rut  l  *  D2£  :  7jy  -  hr  f  pile  Th  cunFREfSrox  shoul  o  tjc  flBjur  2j &  jous. 

Thij  RtrnesEK’n  ah  thcpFAsE  Im  cflnnyrno  cArflLxry  of  V H %  REvo.ko  sh. 

rojur  flr  voHxcH  THE  Curve  ScoflE  If  EQJfli  TO  .003  J%ok, 


he  jflsnyFTorxcfluy  Fx  T F/jdeo  luhvE  r.<  fflousk*  Oh  the  oExr  face. 


mi 


vv 


vn 


<  \  i 


/IrpgK'&rx  7  -  E  (7-E  -  l 

l_£  OF  ITg/r  CUfilL  Spltsr  VS.  E  n  I?t  c  P  F.v r  Lt^CrTH  J 

(Hey hod  yj 


*  Data  POTk'T'S  oiyr^ry£o  F'{pn  nEASUnpo  lOHo  THHvTft^  (unvEs 

nr  ftu  fifPiTtc  LOPn  conrtEiVouortJCr  Tb  f-  l.'Z" 


*  U  HZr  Sri  iCffEf  conruno  fYUUnT/JCr  PTlE  T<  4  PluOpEq)  THEkEFo*  Fy 

Arr  EQUHL  Tb  XT/  4  nuOOEb  V^LOE  ■  |„£):  • 


nrrEyvzx  3  ~  (r  O-O-i) 

f  Pence, r  fort  P  LOG&TyJG  Tu  PilF  U$rnO  Co^Lt-  1a  (TZllo  C ’s»mf  i  Ayrr ok  s 


rT'f.qr,'//1  C  t 


E SrrnATE  l/'/ui/Ef  Fan  Opr  a  no  QQ 

r nan  the  nEsutrs  of  TH£  TEnEjok'  TZ$r  nr  I~r  1.1  ",  them  Qut  C  ^ TDK!. 
iHo^JFvon  nit  com^:tnrjH  Tt/r  results  Jr  f*2.£>",  Qu  -  2  Oo  Tour  (re F 

/  Wfu£  Font,  asiKib  THE:  F  0 1  lOgjT  u  (,  RFufi  rj  OH  S  H I  P: 

Q* 

£  ‘  ,  Os  ~  C  (Our)  ,  uJUFaE  C  -  1.8  ,  THEnZfonE; 

Os *  *  (l.8)(j6f roKfj  ;  Qf  r  JJ?  to*/ 


/r/J  £  £  , 


^  <£V?  "  ,  <?<>,  Of’r *  r  <?«  ■  <?;  ^  THe\\EF*t\£j 

Qfr  z  (2^0  -  11  ?J  n>K-s j  Q f-*  -  1?)  too* 


bkJFnnr^E  Unit  P ?fvr  /^o>  lru£  f~ nr  err  on  ( -f,*)  (PapFc 


xrrzs 


IJjjunrjuQ  1  Eno  )oTi  I  ivb  ■  >  hEu  Hn  :  .28  ft  Joo  /rs  =  780ft'  (>?F> 


)  fhe  nEFowl  •* 


«  n  *  ill  rotjs. 

-  Q’'/Ar,  -  <1B'  r 

<?>*  - 

1 1 


780  FT 


o0f*  ^yr  TfF 


1  '  E  *  -  Q°  nr 


f^JjurtnjO  Out-  lniny  P lc/^  :  Th  fw  4  ■  .  Fi  A  no  i~)  s  *  7l&F>' (REF  7 


>  T He  *? £  FOnZ  : 


r  '  a.\ 


i??n,v>_  t  :  r/*218rsp 

x  <6  rr  -/>“ - 


1 ;  -S' 


PPBnoIX. 


h-6-- 


AsSOnXpilr  0 HE  -  l~j  A  if  f^L'jCr  '■  I  H  t  Kl  A  fr  ~  •  7  bS~  P )  '  A  no  A{  r  70  2  FJ  '  (  ft  f  ?  (P 


th 


*  Of-  t  1  72pOU<,  jJLj  rfF 

fit  *  /Apr  ~o* - - - 


r  * «  Os' 

Tt  /Ai 


2.1  ^  TOW Sy  f  r  - 

'Fo'z  VT'  '  f>  1  J1  riF 


A  SSiSr.ruG  Fuilv  Pi  Ulyi  £g  :  /HEn  A n  =  i  .2tf  Ft'  A  ho  As  *  27  f,  G  FT  *  (KE  f  7, 


>  the  nt  font  ■ 


,  ’  j  yy  tou/ /  , 

f’  Q  ■'A,,'  ■T.iDft'-  _f_  -..121.111 

F,  ’  •  Gy#,  ‘  1  ‘  ?  ’°%r.  &  rr‘  ■  ■f,,*.S'o-s  f 


SrinATE  Tur- 


Apj  -  5r Tu  F i 


nJCTTou  h  MOLES  0,  Atjv  (tfr 


Aon  0s  •' 

Fnon  The  foil  i3PnT»<r  oATA  (\ltf  y)  t  N  i  >  6.  T  /  THE  n  £  fouE ; 

k!jn  -  >Z(U-+A  =  }z(26.T-lP)  'Jf;  N*o  .  21 

i  non  KEF  2,  nr:  kh  26.7  =>  0,  =  )f°  (  0  ^ 

^  >  rjfocr^i.r.  s'  /fl 


N,^2l  0t*l? 


THPUEFonE:  1)  <  0S  <  7f 


Fp\ ?  0>rr  ■' 

r  r?<?n  THE  foil  r?JHTp )(r  OATH,  ( ni  F  ?) ,  TmE  Ai/Cnfi&t  l\f  i /Al</£  i7  r:  oE 

omnZrEnf  Fuon  the  Pi't  ttt  t<.  M  =  VT  -  THEniFoiiE: 

N„}<  i$~  *  L  {hi  -  it)  ^  ( 4  r-  lt)  *  j_  s' :  ^flo:y0 

F non  REP  2  ,  Ar  V  1  V T  =7  ^  , 

I,  .  ^  -s  ^  j  T’  THtmroKi’  7£°<  &„<  ho1 


s\ 


1  PrEjjvz*  >~cr 


Q_tTEjjnXAJS  )HE  l^P’.JTTvt  O’F 


f  T«/  /  'W 


_1  fsovrvy  i_  Ei ?o 

o  .  ,  X ’i  (  At  A  '  . 
V  •  1/  /Jr 


>rz  P ti/ij-  ■'  ^Tkjc{: 


tv 


hL23fi'-) 


fj  -  _  i  8  1  r )  ;  7  Hfc  >?£  To  1 


(Hr  *  (^Jrr~~  fg  Hr  ^  =  r2 

fr^ct  (  /B)  f  *  i  f  f  p)^.  r  W 

/|  ftuniKic,  One-  I  Hi  it  o  P l  u &  :  Pt  >j/g  /p7  =  .  nii  jv Fu  : 
(?  -  '  '  B-.688F7  ;  THEnthOrtf: 

(  Ur  '  (  ^Vvj  :  Lj^rr^Al 

BtucE  (  %)s  1  '^  [% J,Y/  THE*,  (j^}fr9epy± 

^1  TTi/nTv  (r  0 -  /Pur  P -  5pwc£  Ppr  ;  -  ~~1  C  S'  FT* ,  Trtfv  ; 

S*  2  sJA%  *-  [3-  ,W  ft  ;  THSnerout: 

(Ur“  ^  fj&r^li 

Pr^E  (  %J  --  ^(iJ,>r  ,  the u  ( %)nrt  :  2^ 


7  h  F  si 


’U^JKlG 


Flslly  Pr ki B vr  ’  i . 


Z)?Frl>'  THi 


■  2| (~^>r  '-  'l\/Ui,,n\  '  ly= 


(%W3w  ■•  C% 


■•  UytrUl 


fiv‘£  (  'ii ,  -  k  ( %)Pr  ,  T<iev  (  %). 


:o£  '  2l 


(  ">  •>’VH  V  ■>  V  -Ji  \>  rj 


iw 


n-<wj 


89 


ffZNbix  y  ~  l-j 

TfiVi /LflTXOKi  Of  Dr vlP,rioKi  Ak!6L ts  :  0? 


*uo  0 f  orv~] 


C5- H  -1 


rr  f>c 


JV  3T  1  Oz  hi  T 


0ft,  Blv  :  [0PT  ~  0fT,  p) 


fin?K(r  L  APAsiry  (  e/S)  C  Pff  : 

i  0?r, pt^  £  Dz '/?s)Trok/  a  kc-i£  iTtmt <t '.'TT 7, , £  pjfrr.a'/ 


E  v  JV] 


f~ 7  an 


A  )\X. 


/_ J  0-*  ;  1  -  } 

ArVj.  2  y  *  7 

c/?w.  >  v  -r 

CflN.  '?f-±. 

JL->  0  26  ‘  2  ~  1  /}  HO  2  ~  F 
L*  D2  &  •  2  -  H  aho  2-r 

Lljicaa <-e 


AvE\\AOE 


TTtt?  -  PEU  PI 


- -  /  ;  r-  ft  1  —  a 

i  >7  P  tab- 

a— 

mmmm. 

-1.0°  • 

-f.o° 

*1.0° 

i  -2o° 

)  «i.r'; 

f2S° 

;  -2.0 

+ a  r » 

♦>.r 

*10.0 

1  ♦f.r4 

-i.f 1 

1 

'rr' 

0.  o° 

!  -V.o' 

*7.o#  ; 

*7.0° 

-f.O° 

!  -r.o0 

M.o°  1 
{ 

♦•1.0' 

>HS° 

1  *is° 

O-O0  1 

-  V.0' 

*2.0° 

i  -2.0° 

♦7.00  1 

*2.0° 

* 8.0 ' 

1  <H.0° 

*oS° 

T.f" 

1  "X'r 

1 

-r.r 

'  2.0 

1  -v.r 

BMBaBSHyi 

*2.10 

!  -a?r 

H.  10 

1  ?.**r 

/V 

W*o 

7.r0 

‘OS 

f.00 

o.o‘ 

Z2.0" 

* 1.0 

2.0' 

~2.0 

1S° 

-is 

^.r 

<HS 

>f.o° 

-1.0 

°iS* 

*f.f 

ir 

SS‘ 

v..<?r  ■  n.ro 


/  /)Qit  twmiEf  UKP  >P£v/J/qrtC>V  ‘AH&C-Ff  ’  rU(uPjK 

Esnnsireo  ufrna  either  A/  on  A/,1P. 


f5CTi*Sck:H  "7"W£  I  V  -  iXTU  r)hj0  F 1?  tOTC^i  O  F  F(X  2 T2. 
AuCrLt  ( , 

0rr‘  ^-"w  '  taTu  fHT.'TXOH  P.K'C-t-h:  AT  Plit  IIP, 

0,-rr-  Pi.t^r  :TEo  rnj.-rrjv  Ah6-:E  rlr  ril£  TIP-  &\  7T-1: 

EV  £non  LOCpTX  OH  of  PA  vA  r£>X  >•’ i"  o  u  c2o'/l£ 
AasTZllO  (Jft'vZi. 


K*i 

w 

il 

IW 


V«V»V» 


rrfNorx  3  ~  ht 


i'S-H-l) 


/nit  Slot  Fm cri oki  ( p  *J  C *$£ 

0f,vt*  5  '/J.-r ’ 0^  AkC-lZ  Fpr{  stor  Fnx:rjo\-  t#sz. 

0,  of  ^  ~  (  0s  -  0s,  r ^  0i  1  '  ^xro  SCTl  ^njsrry^’  i-'ikG-lE.  -  £srr  r  ,)rt  P  us :■ 

N>  Nap  '■'wo  I\!au&. 

0i,r  -  P«Ct>r  ITfO  Fi&cT20\'  /)lO>j(t  I’l  if  fXOt  ~ 

Otf'itiZvEo  Fi  ior  LOcfiUok’  of  oOrj  Coirjr  &tj 
/* 

L.  OYLt-  C  4lTt  L  10  cU  >■:/£(, 


'tvzPinoK  rhj&izs 


-  \a/xt>- 


h02C-L-y 

Cjh.  TV'  V 

?r  -i 
l'026>-'2-l 

AUO  2-> 


'y3  Plu66to 

i^HSSIB 

+  ).r 

7.r  1 

*2S 

♦  r.c 

! 

<1.0 

♦£o 

*7.0  1 

1 

4i.f 

♦*/.? 

♦2  7 
,  1 

n.7 

*  V.  0 

1  7.^  I 

*7.1 

*  7  7 

t  *2.7  1 

*  77.2  [ 

*£7.r 

n.H 

|  0.0  1 

*  2.0 

,  *04  \ 

- 

1  ~  1 

- 

EsnnflTBo  Enor:  N ,  W„„  am  Mam* 


P  P  it/^Fo  A'i  y  Pm 


Z  U  GPj  t  0 


'7? 

'  n.l  i 

+  u 

+  7.2 

!  •».»  1 

♦v.f 

!  "r : 

'-tf.Z 

,  -O.H  1 

'(7.X 

+  0.1 

1  -O.f  1 

4o.i 

Bl 

SSI 


5.'.JrTf 


k  -  r?r,;  rr:e' 


'  ?■?  Xi  i.V  !  2.2 


>2.1 

L.H 

|  ~o.f 

i  * 

2.2 

i.^ ; 

!  i.* 

i 

i  J- 

y  TrUJlt  e*.»TKTtS  /lift  0E  vO-Ain  Ck!  AksGlZS  (0{.etJ  ASSUPZHO-  Tf  EsTin.^ito 

UiTkiO-  Zxit'cn  A/|  A//io  K/aoO-. 

**  VaiuH  Fo>(  L*0  6-  K~S  HOr  rHuu/K.’  SIkx £  /-uz  OtVZJUok’  AMtiibf  »> \t 

F XCEUX^E ly  LA\ysE  pu£  Tb  i !«£/!>;  Exiutfi ^OlAEJOki  Or  LoOo-  SEruEnEtor  xu^wis. 
1  ~u En£Fon£j  Tuts  test  pile  if  jthjQnto  Ja j  oErtKrnvzutr  ciostfT  cotwetArrou 
PO  K  fir>E  FxlcTIOv  CASE. 


91 


r  ppekoix  3-1 

LF on^ELfirrou  l^wvftN  the 


^tr  /j  0  F -:J(r 


tuE  P  k-'o 


(*-1; 

^  P  /  /?£  suits  J 


•—  Oc  ■’(  E\ko  jO_ fin  'Zb  ■  ~Z  ~  P 

F  non  THE  nFfiTn:Eo  u/fio  T  ufiNiFtn  cunvEf  fir  fi/j  fir'r'Uto  iofio 

<J'Ut£sro>JOT.H  Or  ro  S~-  7.  ft  "  ,  thCm  (Pt-r  r  Pi  rout  (  ME r  Also,  At  /Ik 

F  noEoo&o  LtsETH  Or  P)  y  r»£w  rs  AffinoyT  nfirtiy  7o  ions  ( Fnon  tlgruoc 

l~\ I’Ptw^r.y  "?  -  E-  j  rSS/nZKO-  THE  PTt-E  T)  4  I’LUOfrtC. 

I  HEnEEOfiEj  fiK'SE 

Qpr  *  Qn  J  <?«£/ 

r  r'?  Cpf-r  1  TOuf 

‘"■M  njF  rtiO  Pifc$-  r7>’F ,  rwEv  /7pr  '.17ot-tx  fix* 


/*)  * 
t  Ck 


Ji  rjm 


f»  •  A},,  <7v4rr--  - 

V r rH  /?  r> 'C  (  Tii^r  -  PA  movroto  rw  bn.  Coyi-t) , 

«•  f  A.»  ■AAly’ 

FaltFO^KT*  -V\  (D first  Eon  TVTf  PTLt  Pno^Tcto  By  On.  CoxleJ 

F\ I?0H  THE  ntfifoTFo  LOfiO  T)lf\kisftil  CJkpFS  AT  fix  fiffLXEv  LOfiO 
Tonuts fDuoT fjO-  Vo  §~zZ.O",  rB Fk  @er  r  VOtvuj.  fiu  Fnofooffi  lEx'ETH  OF 

~Z-Q  Fr ,  fl F}unTtity  Tyt  ftp  t*  E  PiuC-frEo .  7>?F o  C?r<Ff  ~  7  tvkj  (  Ffion  /Jpffvx r\ 

?'E,  H?L9*  v) 

I  HE  ntfonPj  ,  ^ . 

Qrr  r  Q rr  +  &nes  1  (  HO  *  7)  Tvui  ;  Qrr  -  V?  tok{ 

Fon  TP f  2f  U5  Ftu&  tfistj  77/ Fk  /) '  .  IQ- ft'  (pP  IV  <  vj 

f*%T  *  1  4L^Ll^ 

F non  tpe  C FT  nepers,  ?,  =  ^,1  r?F  iff  Kle  ttp) 

•••  ‘-SF-V 


•WJWPJW5 


wWCwsvR 


yyypri  vv  w  kv  >r j.w  ir*  *v  >rj 


[  wVXV «  •  *r-  ww  "Tu  wu  *r«  itj  >0.  *w 


I 


fe 


k 


£ 


$ 


i 


> 

'*>, 


;< 

i< 


8 


ffi 

y 


•/, 

v. 

V. 


s 


g 


!r:. 

Nj 


to  DTIC  doe.  noi 
**”“*  tolly  legible  iep*odix*Jon 


sa 

$ 


rtNt>  rx 


3  -  J 


iBxTKflfOLfiTYOK'  OF  IpAv  TizauiFE*  ifunvl-il 
£  An  fit  ~  r- L(  ulS-Ttok  ;  Yon  /jril££z>ldl  *V  l  HP  j  *1*13) 


r-y 

$ 

(3-7-1) 

R 


$1 


U  LTjnnrF  fonPnFUro/j  C  nnnyr-y  (QuJ 


h 


_ _ _  ^>'_ 

Fuon  rmz  nEmunEo  tor!#-  f£nLE.fl£ur  cun of  nr  f-  2.0",  Qu-  70  u<  (nr- 

Fui£2Al  l~OAc  {.  Qnzt'j 


Fvtort  Afetuozx  AT  D  z  HO  ft  auo  mrunruv  WE  Fzl£  Tro  rb  i>t 

riuGGFo,  iMbu  $*?<,  -  1C  Yim  [  /jn=  .?65~Fr\  ^n£j'r  21  TfrJ 

i — 

*  F  on  (2 Pip?  *  Ilf  tok'C  (  Fnon  nEmuntb  LC/no  -  TnnujFBn  cunv£f  /  i?Ef  <*) 
m  Ci>r.r>i,rs  &1i{:  -  ' 


*  I 


$ 


fs 

kTa 


tfnO. 

rr)/^x 


^  •  /■>  /? 


ft 


> 


i?. 


:  0^  TC»J3  }  |  •  Qf]j)  -  j  “•  ~y  TbUS 

•C*™n  (°h.l)  ^  (*%] 

Qrrx  *1 0-C  roKf  (  fnon  nEnwnto  iono  rnnu/Fcn  cunyFf,  H{.p  qj 

fxuCt  Qf-  ~  t?i*r  t  Q'lif 

*  (HQ.&  *■  J^-V)  rout  j  Qf*  *=  gS*  rout 


Qy 


S' 


ZucF 


3s’ r  4rr-  <?»/  r  (nr-rr)  •  of  •  120  n& 


of 

a,' 


rr 


<?/ 


* 

(j/fr 


2.1$ 


Q*?p 

^  =  ^ 


Oflff 


^i-r3 

yoY-qoi 


f a  *i  Of 


i  (  F  non 

titmonE 

0  Lone  - 

fix  < 

f  Qp,  ff 

j  ;  ^f 

4 

'-*'r7t</ 

•  (  4 

K>/?t 

/ 

1  ■ 
l°iV  ' 

^t?F/  : 

( U  ro»s)  ( 

no  -  rnnu^Ert  cunves,  >t£ f-  °i) 

Ortt,  (  I 

'  tioJ 


rous 


93 


A  rPEk'vrx  3- J 


0-7-2) 


*  Conturrz  ( ®iyQrr')  A»o  [*%J 

rJ  '  <?rr  *■  ”>*-'*  (  Fuan  r7F/?v.*?tt?  / one _  n;^/jiFt>j  ^kv-^,  (fp/r  9) 

SxtJCk  C)fT  c  {) f>y  *  Qtiis 

=  [~Z6  *  11.0  ro>Ji  !  Qf3 *  '1 8.1  rous 
3ruct  Q*  r  '  ^rr 

*  flFi?  -  vJ  n?w  ;  Q*  *  111.  C  Tout 

:.  (Qo  A  -  ( j  .  q* 

^  OtX)  |  Oe.^J  •  QyA  r  r  *.<U 


/Oner  \ 

f?a  *  (  <  )  :  iS>  <• 


/~g>7  CFipp  *  12S  (F* r?orj  tiuAivnto  ioio  n 2*ufF£«  conv^i,  ntr  9 J 

'  ^ onfure  Oops  {  <3*re  1  .  1  /i^r  l 

<5i?e/  *  &cfrf,  ^  ^yj  '  TOw5J  (  OlIIj  '  Q^s  ~  -LO-1  ifi 


'  C  on  p  t/'rg 


^Qex  J  *,J0  (  O? u  J 

QfT-  1^0  rv  Hi  (F  non  tlEtivnio  LQftO  -TnfWSFZ'l  cunvtf,  »?fr  9J 

frt-xrE  Qrr  r  Qrr  *  Q>iz<  -  (l7.(?  *  IO.?)  rprj}  ;  Q  -  2^.^  rovi 

^THcXc  Qi*  *  $ f\rr  ~  (Prr 

--  (n7-  *£<?J  nus  ;  0*'-  ^.1  row/ 

'  *”'3^  '  °'3r'  ’  7'83 


?.  •  ( 


U2v 


1  F>  /  ^i°^. 


Ippfjcdjx  -  J 


Copy  tmmabla  to  DTIC  does  not 
permit  fully  legible  reproduction 


R  C  }/  rn/o  V 


.^07  I  '.777  i  7.5?  i.«W 


i?  1  . 


y.0i\.6l?  Z.70' .(,Zo 


5  S'  .(,$  '  i.^£7 


.73  «.7?4 


'.4, 


^£>2£:7-£l  ?r  |i.?4  I.4tt  J-.?r  ,  .5^  1  2.25  i  .7V3  I  l.<W  '.£7* 


.77  i  i.oo  \  .01  ■  .qoH\  -*8  I  .0H3  J  1.07  !  .75? 


.^^ri  J.4r  '.#2 


<?r  0F  I  \  F  SJlTi  ■ 


I?,  »  ^/o. 


_  -O-  -  -  -rj 


Z  ®-  '0 


6?  ?  /?  »?)<•.  *  & 

®'  An k.  »? 

^  :  /?  r7  ic  *  9 

O’  l*  b2£: 1-? 
%  :  l<02£  I  2 ~f 
ml  •'  2^2  '  1/? 


*  ThC  AvittfiE  FiU?PE  3F  THE;E  ir*j&s,  Bkclvojuo-  L*X)'l^!i~7  r/ 
r  ^  £g_  _  _  £U“  ' 


Copy  available  to  DTIC  doe*  not 
permit  fully  Jejribl*  reproduction 


PF  :  ■■■•c  ?  ~ 


L  C-  ^TnP.fOL^7!  OK!  0*  LqAO  /JtTf  I?  doHivS.?  J 


f'CC 


1 


-_2JZUZ1.  -  •?/1°  ~  'Fre^.rr^ti  <£  (Pa??  *  Qu 

f  nor  t he  -/£n:jEnt a.t  cunvt  at  S'- 2.0"  intf  9 ) ,  r  20  n,v/. 

r-  _  - 

t  i'on  tv  £  l<?*o  -  s£TTi£n£vr  cunv  t  jv  r  Ek’jjjv  at  S-  1.2.'  S?,r~  zvv  Jv 

)  — ^ -  >  v, 

v 

yw 

^  ^  t/7 

5  rw.S  &  *  •  /3  -  /3  * 


r  J*  . 

'•*  =  i.fi’j  ntVA',  1.3  (b^ n>ul)/  -?/  ~  11  r  TVHf 


a, ;  -  <?„  -  <?/, 

-  (j.'i?*  H?)  n?W^  G?p*  =  J.??  777m/ 

/?r  *  .S^Qu 


a<  )?i  •  i 


^rTH  fn-V.  v:^ 

k?  V 


V/nr^r/.’i  nv  tcJJmroK  FOn  Fl  w  K-  {F*on  7-J-?)} 
y~hiv  s  • 

(7,  =  ^  r?|  ^  1 7  ^  t  -  /?,  -  rn  r?,  ;  i^ttw  r?t « 

...  b--  (T,  *7.41?.  ,  «r  l?i ••  -t  ,  (?,*  '%«  =  V»  •'  R.‘.S?0 

Ur  pr* 

l>  =  (.^J  *  X4fljy  L-- 1-18 

F?rg  IT,  r  '8^j  ThZn  f?*  “  1.1 £?/*  =  LM&FFQry 

~  .  f  WM 

ffA  12^.?  ^u/  12)  .SFFQ^x  'Zi'Z.f  ‘  Qf  *  ^ 

QJ  -  PLl  rovr  *'■  ■* 


F»?  R,  =  .?£,  THFjj  /?,=  2.<7f,.\  a)  o/' 2.05- a/ 


APD 


o*  r  in.  G  rt>»il-y  a>  <3irp  -*  -7^^  r  Ilf  TV*}  --QS  <  Qrr 

Qj^_  n.  h  rvbf 


run - - - 

Fo>?  \LU£,  rwFv  /.  a>  ^F--  <?fr 

/tea 


^  ^fiff  ’  ’fr^u  ‘  m-frPu  -  <?/*<?rr  ^ 
gF  I  ?7,g  tp^  j® 

Hvfl 


>¥7; 


OfiTfl) 

:J?  (  TOblS) 


*> 


(l) 


On  i 


'^Ou 


(2)  Q**. /&,. 


H) 


Copy  available  to  DTIC  does  not 
permit  fully  legible  reproduction 


ApfFuoTx  3  L 

£~  Prttr  t] ovtriEvTf  Akic  (Jvrr  I?  t 


Cs-l- 


S.T<T/r,j£C  f 


~{ -  L 


r 


k'CJi't  LFf£: r<  of 


El 


t>S 


ro>tn£~zoK< 


7) 


AnxrfMSrtf  *  ? 


*  6-  f\lCL)Lr\?j  A  j-t  I’'!  D^~  n£  k:'' 


7 


nor.  THE  GZuzi^L  pli£  Pfira  THou/>l  Tu  KZP  °i  •' 
/?  *  .IIBt1  (T/j:Lo>jr;jS  <'*■>?, uwfr 

E  -  *!0£  pj!  ( EOn  STEZ-l) 


L  r  TT  fr  (Tur/h  Pxl£  ituc-m) 


Fon  Oh  i °f  ~  'Z £0  Vju^  [  r?E FEZnhJP  TO  ’H  ol/  7 -  K  "  j’ J 


-  A?r  'X  r*  £*/ 

2  / 


a  «  jS?  rbur  P  B  {°^  >  18 ^ 

^  1  '  1  t\v6  r 


P,*  * 

^  v*:/ 

■  x. 

Rv<-  i'y 

dE 

2~, 

--  E  ~  Yrr,  / 

-- 

2. 

,  ■  1 . 66  tv 

'r  D 

T»:« 

rlf 


:  X.  -  .jqy  ry  (tir  i’ Jt-t  ruoroiur) 


Oflfp  *  ’zS'O  tdus  ,  azf  4  j 


$  <?i 

/  I 


160  TVUS 


Yr* 


Pv<,  (  )  [iQOi wjf'zJ  , 


•'  Xr=  .  J¥2  r«;  £<4r  PnE  Tj^J 


/)  £  /JE 

rr*  2„,  -  yr  r  [i.CC  -  .J*n}  T*J  .’  %  *1SZtv 


In 

& 


s>: 

>> 


JR T  S' 


yiyT 

Rtf. 

UkV> 


i'  i  oi  .  y-> 


Copry  available  to  DT1C  does  not 
9Mmit  fully  legible  reproduction 


®K 


r  S  Tj  jlV  n?  {>?■-'>  f’P  £ju  ^  -  K  -  fj 


-Jr 


P  1  ‘  ~A'?  V  J  -YJ  7£»jy  (_  P'  !Tif  rin^JTL"') 


P,  •  - 

I  A  v/  LT 


J^rbv  ^  o?jJ  f  -1  ~.s  *  l^o)  T0>~'1  . 


' j  ,  ■  •  J  lA.J  7 ~l.'i 


\/  _  ^>v»  (  r)  (i-3-}.  r7 'Z 

•  •  :  >k^ii£L 


{ -'r  r?  i  F  tvpt'oyvr) 


r  V^n  ,  ^"=  j  (  Fi^n  LOno  '  5f  -  ?  r::,-  _'o»'/r  /<)r 

<^Wa-  1  S"  n?’-;,  ref 

B  (  1 .10  ~  .  l£- -j)  Ty 


^  T. 


■Ar 


-P.,L..r  ‘  r  ^V.  -  TZ))j{  (fit  pj’E  -Jpj 

fW  ■  (2lL£e^  ,  »*"  pw. ,  -„,,, 

y„.  (Jl£J_2*)_k  .  y_,  ,Jo7r„  (*r  ,,ri£  ^ 


>r  :  2^  -  yr  ‘  (.*!H-  .10's)  ,  ^r*  ,gv 


•A 


Wi°  *  1?^  TUU}  (  re FEr  re  tariff  OKI  Pj  7-K~?} 

JLI_^£  ■’  THE*)  Ql~  ill  row  (fir  moroxur) 

p  _  (A’flr-v  *  4?J  f'17r  *ijj)row  t-> 

r - -  •  - — : - - —  ;  ry,„g  -  ivv  tz^/ 


y^,  *  ^±JjO  .  (Jwj(<J  . 

'  /■>  r-  ‘ 


.1  2&  tv  (p.7  niorzrur) 


^ "»  r  /  "  Xn  ,  f*  .SCO  ru  (  rEF  S)y  ^  r  -  .123}  jh,  ^ 
2j_iL  *•  rHFw  =  P.v  row  (  pir  ritt  nvj 

p  g  (&±  *-Qrr)  .  (Jl>  *  H.-Vj  ro^.i  b  v 

I  /n<s-  - - - —  ;  r^,  =  35.  2  nuj 


7?  r,, 


(Sr.  2  r^«J  (  . 

/?£ 


;  yT  •  .01 6  ru  (at  pi 


■MB 


egg*  5S2* 


tv 


PfFuorx  L 


-  ALC  ulATlOyJ  Qg  (/u?T  R  £$Tnrt  NC  g/  f  ^  *  /luc 

//  ,  »  QQ  (  *  Os * 

Urtvt,  p  -  \5  Sflf 

u; !->?«£  /jpf  =  .78  rri  , 


O-L-3) 


AuV  \ 

P,  ~  7^)  rr1  ^ 


fas 


(qssutie  pr;f  rs  UhPi</6C&) 


/~It  Ofiff  r  ±£Q_  TDus 

Fnon  the  LOflo  -TrtrtvsFErt  conv^s  (  py  ?-K-7) 

O*  ~  ill  roKis  due  Qrr  -  17)  roui  / 

r  *  QF  in  r  * 

f, .  -  -  £m 


.  o,i 


177  n>Lif 

<7Bfi':shjau2i 


$r  Q fix>p  -  S.r  ro us 

FiiOn  THE  LOfto  Tu-lvSTtn  EUnvfs  (  pj  7- !(-))'• 

Qs  -  126.)  rovs  r)vv  Qf*  -  86.7  To*j)y  ;. 

V-  %/  J%7n>  :  £■ "  ^ jg 

f-  *%n- 

/Jr  tjpflp? T  HO  tovs 

F nor  r>!E  4cMo  -  TiiJpJFE )i  <-V)i  i/C j  f  7-  w- y)  : 

QS-  lll.F>  t7>n>  Fhv  (Qrr  '  yOs)/j  :, 

£  f-  QF  _  m.6n>»j  r  r  _ 

>70  T7  O. - 


^  it  ^?pr  £?.  V  row, 

ft*  /.  *  ^ 


:  **  70f  r$c 


v 

91 

>- 

V 

v 

0T> 

• 

*1 

1 5^<r  vv«r"  yyy 


PP£W 


T-  ~5  P  -  TOTH}  c V'Z^Fj  Fot?  Lt-iOTvTOUAL  Pt.b 


26  ■  yil3  -  lU S  (  rttruov,  l) 


2  Cutw  £ 


D 


X  nEsiSIOk.'rli 


C  Vs  2 


Hi  CU)l>/£. 


*■  hlo  11  riGLfZtO  T~  V(. 


2m  f  17  r 


-r 


Movfntwr  -  2*  (ru) 


... 


J  i-mi*  C"  l.1 


_  TO* 

>7’p  "61 


^■/ruwfli.  ^  v(  Vr  Cuijvf 


/  *-■', 


^  Morin  -ttirf  u  ToTlO 

JiL.  ?t 


npycneMr  -  2j-  113 


V  ■.■  vv.v.v.v.  «• 


v.v.v.v.w.v 


tf ov^nEur  -  Pj-  Li*>)  2 14 


i-v^.'  .*»>.'.>>.  ■ .  *.*_>*. 


»«4  MVU 


>.t.n 


tniii 


ti*. 


Ir¬ 

ik 

1 


& 


KV 


p- nmo  /uiwf 


hwvidiaj 


Z‘  DliiiO 


1.  T~~  $ 


.S’  '-+• 


I  I  ovtnrzbir  -  <rw) 


2.  P-TOTU>  Cu». 


i  /• 


^  £t>P  ’ 


»  ✓ 


/  Di neutroKisn  Vi  a*r 


/.  * 
.  •  i 
/  .  * 


"2-  M  PNn'UTZpti  T”OT”lp  vj  ?^_0/ru^E 


*\l 


.r  • 

£ 


-*  jO'V* 


gwwwwswcya 


vErfENT 


£££  f  'W  e»v>v- 


T  OTl 


€Q 


^•4Q  t> 


v  X 
V  X 
V 


►  l> 


®  *5® 


►  > 


^t>' 


v  Q 


t> 

»► 


£>► 

Ok  O 


Q  vj  w 
L  rx  m 


' cq%  o~Q 

r^i— h-r— 


r  o  c  c  o  '  x  ’X >N  c  o  — ' 

i  ?  t  * !  1 1  *  1 1 

C  -  cc  -^o 


'  «% 

® 

'  l 
'  1 


?  ?  t  £  §  § 

c  -  c  c 
o 


r-7  O  W  K/  ’Z?  *Z? 


Q  -u  <r\  "Tt 
H/  ^  ^  O 


?,  »-7  N1 

x»  (Tx  Qn 


1  .  ^  * 
Vv  *4-  ^ 

'  ON  *\ 


i 

\|i 


ST 

K"i 


* 


vy. 


w  F  =  v  (.i>±  ft'  v  i^/vy  '•  P -  £  ><?a  x/j> 

~o£  I^TIF  Dr£  nf  rfiZ  J_/.’r'y~~ 

rl >;  rwc  Fui-y  P:j66-Fo  FOijoznoM  -  Fen?  -f s  ~  "V;.: ,-r-  _-w 

»:£  7>f\<  F0»?  ?/v  i-lp  :Z  *  ~if ,  P  -  "5.3>y  t-r  t  ^/ «-•  =  ,?£  P  > ; 

FFnrrZFZtl  OF  Th£  sTiFl  r\HO  Son  OF  A  FoaY  P.o.-J-  Fc  Pi-E. 


F~-  rb 


f>  >  q  cr 

h  ~  -  =  "~5>  rT 

U°  '  U  7T 


1.11  r  FT 


ft 

Ki 

JR 

UJP?r.i  Pa  =  The  OTFr.ErFn  of  F)  Jip.oiF)?  rziE  q 

PEnrrErZn  H 

-  P-ToTLD  Cu„ut 

•C-  T~Ht  Coy:.  -  L-  .-?>  fpuo  /^UD  -ISj ion^yj.  Tpt  )°Tl£  O 

PlU6^£o  OOXFH-  ^^EnutooFo  oertH 

R-.S^lrr  ,  (  %)pT  -  (  1  <^*r 

,fl  KJC) 

■$?rz  (  F HOP  1-8,  ~y  Ft Lt  PJfinFTEH  Fnop  TXf/  ftEf  h) 

w  ■ 

f\o,may-  7Qtsf  =>F)ion  (FovLt  -  Ctirzuoj  «?,  u<-  (  %J  ^ 

.'it  nf.j-~.S~Jl  FT*  (  HP  12  *"9^  /Kfunxilt,  4.  PioSSFa) 

Q*."**.  r  x  4’r  '  (70TSF)(.njl  f;V)  ••  <?Pi„Al=  8. 'i'll  *JO_F± 

THk.  Tono-  l~r  cunvE  Fnon  /■/ pt’Envrx  1~K!  As'o  0?  „A  : 


.70  .S'O  .To  .qo  1.1 


P(2») 


TJTlpflU)  ^10>  '8^6  te,06O ?2,e±o\-H,  Wo  swn  87,7*0 


r 


0 -o-y) 


Arreuvr*  7  ~  O 

[  Tn\7UT  ovrij 


. OOOOOE 

00 

.  OOOOOE 

00 

. 60000E 

00 

. SOOOOE 

00 

. 80000E 

00 

.  40000E 

00 

. 9 50 00 E 

00 

. SOOOOE 

00 

. 10000E+01 

.  12000E  + 

01 

. 10000E+01 

.  30000E+ 

01 

02 

. OOOOOE 

00 

.  OOOOOE 

oo 

. 60 000 E 

00 

.  EOOOOE 

00 

. SOOOOE 

00 

.  4 00 00 E 

00 

. 95000E 

00 

.  SOOOOE 

00 

. 1 OOOOE+0 1  , 

.  12000E+ 

01 

T-  ^ 

I  ^ 


.  10000E+01 . 30000E+01 
03 

.00000E  OO.OOOOOE  00 
. 60000E  00 . 20000E  00 
. 80000E  00 . 40000E  00 
•9500CE  00 . 80000E  00 
.  1 0000E+01 - 12000E+01 
. 1 OOOOE+O 1  - 30000E+0 1 
OOOOOE  00 . OOOOOE  00" 
1 E000E+O3 . 50000E+0 1 
.  22000E+03 . 1 0000E+02 
.3S000E+03. 15000E+02 
. 3S000E+03 . EOOOOE +02 
.  44000E+03 . 25O0OE+O2 
. 4S000E+03 . 30000E+02 
. 54  000E+03 . 40000E+02 
. 60000E+03 . 50000E+02 
.  66000E+03 . 60000E+02 
.  63060E+09  .  OOOOOE  OO’ 
• 63060E+O9 . 56000 E+ 02 
.  1 0000E-03 . 56000E+02 


r-  "2 


C  ~  Y  Cun^Jl 


. 10000E— 01 . 
. 15000E-01 . 
. 30000E-0 1  . 
. 50000E-01  . 
. 10000E  00. 
. EOOOOE  00. 
. 30000E  00 . 
.4 0000 E  00. 
. 50000 E  00 . 
. 70000E  00. 
. 90000E  00 . 
v.  . 12000E+01. 

t.  15000E+01. 
. 1 8000E+01 . 


OOOOOE  0C>  \ 

EOOOOE  00  ) 

40000E  00  C  ~j—_  •£. 

aooooE  oo  \ 
12000E+01  J 

30000E+0 1  / 

OOOOOE  00^\ 
50000E+01  \ 

10000E+02  I 
15000E+02  / 

EOOOOE +02  /  ✓  y 

25000E+02  f  L  7  ‘ 

30000E+02  \ 

4 OOOOE+O 2  \ 
50000E+02  1 

60000E+02 J 
OOOOOE  00’S  c 
56000E+02  J  ^fr 
56000E+02 . 15350E+01 
16550E+04’''\ 
24820E+04  \ 

,  4964  0E+04 
B2740E+04  / 

,  16550E+05  J 
33100E+05  /  p>  _ 
.49640E+O5  V  V 
53 1 60E+05  \ 

,  56680E+O5  \ 

,  64 1 20E+05 
.71 160E+05  I 
,  76120E  +  05  / 

.  78770E+05  / 

.  81094E  +  05  J 


P  -  TOTLt)  Cu\i\/i. 


Crry  "V 
(l)  Cttut  i  -  2 

V  CifU(  P-  TOTip 

»  Of  k  f Lubt.fr Q 


126 


fxu?ur  mt41 


OOOOOE  00. OOOOOE  00 
-pOOOOE  00.  10000E  00 
C74000E  00. 30000E  00 
n0000E+01.71G00E  00 
10000E+01 . 30000E+01 


r-  s 


lOOOOOE  00. 
50000E  00. 
V74000E  00. 
KlOOOOE+Ol. 
.  10000E+01 . 

fvDOOOOE  00. 

b0°2^00- 

Ode  oo. 

ittuOOOE+Ol. 

il0000E+01. 

•OOOOOE  00. 

L'30000E+02. 

Kl  4000E+03. 

5T20000E+03. 

L24000E+03. 

■28000E+03. 

p2000E+03. 

L 36000E+03. 

K12000E+03. 

Ki0000E+03. 

[  62220E+09. 

^'>2220E+09. 

^.OOOOE— 03. 

10000E-01 . 

15000E-01 . 

S;0000E-01. 

iOOOOOE-Ol . 

10000E  00. 

OOOOOE  00. 

$:0000E  00. 

40000E  00. 

yOOOOE  00. 

<  OOOE  00. 

1_.J0GE  00. 

12000E+01. 

B5000E+01. 
B000E+01 . 


c-y 


OOOOOE  00 
10000E  00 
30000E  00 
71000E  00 
30000E+01 


OOOOOE  OO^j 
10000E  00  /  _ 

30000E  00  V  I  -  2 
71000E  00  \ 
30000E+01 J 
OOOOOE  00*X 
50000E+01  \ 

10000E+02  J 
15000E+02  / 
20000E+02  \  C-y 
25000E+02  \  / 

30000E+02  \ 
40000E+02  \ 

50000E+02  J 
60000E+02 J 
OOOOOE  OCO  p 
56000E+02  J  t fr 
56000E+02.  1 4420E-r0 1 
37 1 90E+04~~\ 
55780E+04  \ 

111 60E+05  ] 

18590E+05  J 
37190E+05  J 
45460E+05  ( 
54750E+05  >  P  -  TC 
61 460E+05  \ 

681 8QE+05 
77480E+05 
90900E+05 
99 1 70E+05  / 

10330E+06  J 
10330E+06 


P  -  TOTLO 


-kjLMtel  Lx  iz  v  & _ 

!l)  ^unfuTto  P-  TOTlQ 
?>  tin*  or  r  l '{.ly  , 


r,~ 


/?  rrF^orx 

[Tbpur 


y-o 


.  J 0 0 0 0 E  OO.OOOOOE  00 
. 60000E  00 . 2 0000 E  00 
.  El 0 0 0 0 E  0 0 .400 0 0 E  0  o 
. 95000E  00.80000E  00 
.  10000E+01 . 1E000E+01 


. 1 0000E+0 1 
02 

.00 000 E  00, 


30000E+0 1 


00000E 


. 60000E  00 . 20000E 
. S 0 00 0 E  0 0 . 4 0 0 0 0 E 


. 95000E  00 . S0000E  00 
. 10000E+01 . 12000E+01 


. 1 0000E+0 1 . 30000E+0 1 
03 

.00 0 0 0 E  0 0 .0000 0 E  0 0 
. 60000 E  00 . 20000E  00 


r-  ^ 


r--? 


c-y 


.  80000E  00 . 40000E  00  (.  J~  -  ~p. 

. 95000E  00 . 80000E  00  \ 

. 10000E+01 . 12000E+01  ) 

.  1 OOOOE+Ol . 30 00 OE +01 J 
0  O  0  0  <  j  E  OO.OOOOOE  0  CTx 
. 00000 E +02 . 50000E +0 1  | 

.  1 6000E+03 . 1 OOOOE+OE  J 
. E20G0E+03 . 1 5000E+02  / 

.  28000E+G3 . S0000E+02  (  /  _  v/ 

. 32000E+03 . 25000E+02 f  ^  ' 

. 36000E+03 . 30000E+GS  \ 

. 42000E+03 . 4 OOOOE+OE  \ 

.  44000E+03 . 5 OOOOE+OE  J 
. 4B000E+  03 . 60000E+02  / 

.  6EEE0E+09  .  OOOOOE  00'S 
.  6EES0E+09 . 56000E+0S  j  <=  ST 
. 1 OOOOE- 03 . 560OOE+02 . 18480E+O1 
. 10000E-01 . E0700E+04^\ 

. 1 5000E-0 1.31 GOOE+04  \ 

. 30000E-0 1 . 62 000 E +04  ] 

.  5  0  0  (j  0  E  - 0 1  .  1 0 3  3 0 E + 05  / 

.1 OOOOE  00 . 20660E+05  / 

. 200 00 E  00 . 4 1 320E+05  \  p  ~TC 

. 30000E  00. 61980E+05  ( 

.400 0 0 E  0 0 . 6 6 3 7 0 E + 0 5  \ 

. 50000E  00 . 70760E+05 
.  7.0000E  00 . 80050E+  05 
. 90000E  00 . 88840E+05 
.  1 2000E+01 . 95040E  +  05  J 
. 15000E+01 .9834OE+05  / 

.  1 8000E+0 1 . 101 24E+06/ 


ToTlv 


V. U0000E-01  / 
ASSUME]}  TIP  MOVEMENT 


f\  PPf  u  VI X.  y  ~  O  9.obooOE-rol 
[OUTPUT  P^i^^ssumed  Af  Movement 


1 . 20G00E+00 
ASSUMED  TIP  MOVEMENT 

1 f  50000E+00 

ASSUMED  TIP  MOVEMENT 

/  IN  \ 

1 . 80000E+00  \ 


^  20 


0600E+0y 


FOMT  BEARING 
\  LB  / 

7. 28100E+04 

point\bearing 

LH 

7. 94300E+04 

POINT  BEARING 
/  LB  \ 

8./27400E+04 

POINT  BEARING 

7  le  \ 

'  S.27400E+04  \ 


C7-o-i) 


TOP  LOAD 
LBS 

. 74365E+04 
. 1 1 154E+05 
. 22308E+05 
. 37 1 77E+05 
. 69 1 36E+05 
. 84 1 43E+05 
. 10095E+06 
.  1U25E+06 
. 12156E+06 
. 13748E+06 
. 1 4828E+06 
. 15490E+06 
. 15821E+06 
. 15821E+06 


AXIAL.-/  LOADED  PILE,  CONSTANT  OD 

TOP  MOVEMENT 
INCHES 

. 15992E— 01 
. 239S8E— 01 
. 47976E-01 
. 79955E-01 
. 1 5753E+0G 
. 26967E+00 
. 38436E+00 
. 49334E+00 
. 6023 IE +00 
. 81616E+00 
. 10277E+01 
. 1 3347E+01 
. 1 6382E+01 
. 19382E+01 


U )  Con? utiTp  T  *  ^ 

>)  Cu*ruyi0  P-  TOTiO 
»  OF  Fuiiy 

ftli. 


